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PREVENT Diphtheria by immunization with National Diphtheria Toxoid 
(Alum Precipitated). A single subcutaneous injection usually gives protection. 
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For Treatment 
TREAT Diphtheria with National Diphtheria Antitoxin (Refined and Concen- 
trated Globulin). Give adequate doses (10,000 to 20,000 units) intravenously 
or deep intramuscularly. Repeat injections every 8 to 12 hours until the disease 
is under control. 

Schick Test 
Diluted Diphtheria Toxin (Schick Test) for determining Diphtheria suscepti- 
bility, is diluted ready for immediate use, and will retain its potency for several 
months. 
The dose is 0.1 ce., injected intradermally. When injection is properly made be- 
tween the layers of the skin, a raised.area similar to a blister occurs. If this 
does not occur the needle has passed through, and not between the layers of the 
skin and the operation must be repeated at a new site. 
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Typhoid-Paratyphoid Miwred Vaccines 
(TYPHO-BACTERIN MIXED) 
Each ce. contains: 
Typhoid bacillus. . . . . 1,000 million 
Paratyphoid bacillus A  . . 5000 
Paratyphoid bacillusB  . «50000 * 
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1 ce., (16 min.) ; third dose, 1 ec. (16 min.), given at seven to ten-day intervals 
between injections. 
Your National Biologic distributor can serve 


you. Mail coupon for detailed information. 
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BASIC OPERATIONS IN 
COMMERCIAL CANNING PROCEDURES 


IV. SEALING THE TIN CONTAINER 


Brirrry. the method of food preservation commonly 
known as “canning” involves subjecting food in a per- 
manently sealed container to a heat process. The heat 
process destroys spoilage organisms present on the raw 
food material; the seal on the container prevents reinfec- 
tion of the food by such organisms. It is, therefore, 
obvious that the sealing operation—‘“‘closing”’ or “‘double- 
seaming”’ as it is known in the industry—is one of the 
most important in the canning procedure. 

The manufacture of tinplate and “sanitary”: cans is 
described elsewhere (1). 

The open cans are received at the cannery in paper 
cartons or in washed paper-lined box cars, together with 
the covers which are contained in fiber shipping tubes. Fig- 
ure 1 shows a can and end ready for use. 

In modern canning practice, the cans are first conveyed 
by automatic runways to can washers, and thence to the 
filling tables or fillers where the correct amount of properly 
prepared raw food is put into the cans. The covers or 
“ends” are placed in the automatic sealing or “‘closing” 
machine te which the open can containing the food is 
mechanically conveyed. In this machine the ends are 
*““double-seamed” onto the can. This operation is portrayed 
by the accompanying cross-sectional pictures. 

In Figure 2 is shown the relation of can to cover before 
the sealing operation is started; note the relative position 
of the “‘curl” on the cover and the “flange” on the can. 
In this curl, the can manufacturer has placed a gasket or 
“compound,” usually containing rubber. Figure 3 is a 
series of photographs illustrating the sealing operation in 
which the curl and flange are first rolled into position and 
then the layers of metal flattened together to form the 
final “‘double-seam” in Figure 4. The rubber compound 
originally present on the cover supplies the binding ma- 
terial between the layers of metal necessary to insure a 
permanent or hermetic seal on the container. Figure 5 
illustrates in cross-section a closed sanitary can as it 
comes to the consumer. 

In the past twenty-five years great progress has been 


made in the development of tinplate, compounds and auto- A M E R { C A N C a N 


matic sealing machines. Collectively, these developments 


enable present-day canners to impose a permanent seal on C 0 M Pp A N Y 


the cans containing their products more easily and rapidly 
than ever before in the history of canning. 
(1) The Story of the Tin Can, American Can Company, New York, 1935 
i 
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This is the thirty-seventh in a series of monthly articles, which will summar- aie — 
ize, for your convenience, the conclusions about canned foods which au- 
thorities in nutritional research have reached, We want to make this 


MEDICAL 





series valuable to you, and so we ask your help. Will you tell us on a The Seal of Acceptance denotes that 
post card addressed to the American Can Company, New York, N. Y., the statements in this advertisement 
what phases of canned foods knowledge are of greatest interest to you? are acceptable to the Council on Foods 


Your suggestions will determine the subject matter of future articles, of the American Medical Association. 
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ACATIONS are too often a vacation from protective foods. For 

Try PABLUM optimum benefits a vacation should furnish optimum nutrition 

as well as relaxation, yet actually this is the time when many persons 

go on a spree of refined carbohydrates. Pablum is a food that “goes 

O Your good” on camping trips and at the same time supplies an abundance 

WL of calcium, phosphorus, iron, and vitamins B and G. It can be pre- 

pared in a minute, without cooking, as a breakfast dish or used as a 

e flour to increase the mineral and vitamin values of staple recipes. 

Vacation Packed dry, Pablum is light to carry, requires no refrigeration. Here 

are some delicious, easy-to-fix Pablum dishes for vacation meals: 
Pablum Breakfast Croquettes 

Beat 3 eggs, ‘season with salt, and add all the Pablum the eggs will hold 


on (about 2 cupfuls). Form into flat cakes and fry in bacon fat or other fat until 
+e brown. Serve with syrup, honey or jelly. 


















Pablum Salmon Croquettes 
Mix 1 cup salmon with 1 cup Pablum and combine with 3 beaten eggs. 
Season, shape into cakes, and fry until brown. Serve with ketchup. 


Pablum Meat Patties 
Mix 1 cup Pablum and 1/2 cups meat (diced or ground ham, cooked beef or 
chicken), add 1 cup milk or water and a beaten egg. Season, form into 
patties, and fry in fat. 
Pablum Marmalade Whip 
Mix 24 cups Pablum, % cup marmalade, and % cup water. Fold in 4 egg 
whites beaten until stiff and add 3 tablespoons chopped nuts. 


Pablum (Mead’s Cereal thoroughly cooked) is a palatable cereal enriched with 
vitamin- and mineral-containing foods, consisting of wheatmeal (farina) oat- 
meal, cornmeal, wheat embryo. yeast, alfalfa leaf, beef bone, reduced iron, an 

sodium chloride. Samples and recipe booklet sent on request of physicians. 


MEAD JOHNSON & COMPANY, EVANSVILLE, INDIANA, U. S.A. 
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IN COMPLAINTS OF FATIGUE 


It May Be Lack of Food Energy 


PROPERTIES OF 
KARO 
N - e 
Uniform composition Normal children frequently com- 
Well tolerated 
Readily digested 
Non-fermentable that they do not consume enough food 


Chemically dependable 


plain of fatigue. Careful study reveals 


Rentedaaiullie cobs to provide them with necessary energy 


* en me . > #2 ‘ ‘ 
Noa-allergi requirements, half of which are derived 
Economical 

Free from proteinlikely 10 pro- from carbohydrate. 


duce allergic manifestations, 


The energy supply should be in the 


J ‘ i ‘ ; 
form which is easily digested, not 
COMPOSITION OF readily fermented and which does not 
KARO 


(Dry Basis) affect the appetite for other foods. 


Dextrin.......... 50% Karo meets all these requirements. 
Maliose..........23.2% , , . . . . . 

3 ding practice is pr 7 
ae 16% Infant feeding practice is primarily 
Sucrose... 6... + +s 6% the concern of the physician, therefore, 
Invert sugar...... 4% ; 

Minerals......... 0.8% Karo for infant feeding is advertised to 
- the Medical Profession exclusively. 
KARO 
EQUIVALENTS 
cee 40 grams 
120 cals. 
POG. WE. ..ccck 28 grams 
90 cals. 
l teaspoon.... 15 eals. 
| tablespoon... 60 cals. 








FREE (to Physicians onty: 


Convenient Calculator of Infant Feeding Formulas; accurate, instructive, helpful. On 
receipt of Physician’s prescription blank, giving name and address, the Calculator will be 


forwarded. Write Corn Products Sales Co., Dept. SJ-6, 17 Battery Place, New York, N. Y. 
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PROTECTION, | . . 

seceees | | ing shield—and yet, a 
CERTIFICATE | small thin sheet may 
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| Se give more peace of 


mind, may open up a 
world of better things, 


to many. 
Soft-Lite Lenses, conceived to combat 
effectively fatigue of eye and nerve, go 


forth upon their duty fortified by written 





confirmation of their honest and forth- 


— right qualities. a ee 
where in Need of . Duty Is the ‘‘Keep- 
Aid to Better i ae ° ° ° ing of the 
Vision Soft-Lite Licensees, selected for their ex- Light” 


perience in the profession and adherence to 
its code of ethics, are strengthened, too, by the produet’s proved quality and the strict 


requirements of its distribution. 


Sf tcLite Lenses 


NEUTRAL, NATURAL ABSORPTION 


Ethically Publicized in “Time” and “Life” 


yj 


me Southeastern Uptical Ug 


Distributors of Soft-Lite Lenses 


JACKSONVILLE MIAMI ST. PETERSBURG TAMPA 
Atlanta Jackson Petersburg 
Augusta Knoxville Raleigh 
Birmingham Macon Richmond 
Chattanooga Memphis Roanoke 
Greenville Nashville Winston-Salem 


Norfolk 
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Cosmetics and Your Patient's Morale 
ww 


Sue DOCTOR IS OF NECESSITY A STUDENT OF LIFE. Each new patient presents a 
new study, a new problem. Psychology plays an important role in the 
course of treatment he prescribes. With some patients he must be frank 
to a point of harshness, with others he must be gentle and coaxing. The 
nature of the illness and, more particularly, the nature of the patient 
determine his attitude. He knows from experience the value of bolstering 
his patient's morale. As a student of psychology he knows that few things 

are more depressing to a woman than the fear that she is losing her charm; that when 

she no longer cares how she looks the chances are she has lost touch with a vital 
interest in life. And because he appreciates the importance of a sensible interest in 
personal appearance he quite rightly encourages his patients to look their best at all 
times. FinE CosMETICS appeal to that interest. That is why they deserve to be recom- 
mended by doctors who are, after all, greatly concerned with their patient's morale. 








LUZIER’S, INC., MAKERS OF FINE COSMETICS & PERFUMES 











KANSAS CITY, MO. 
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IN ADVISING PATIENTS 
ON SMOKING 


ITH the many and varied claims made 
for cigarettes, you can be of assistance 
to your patients. With your scientific knowl- 
edge, you can discriminate between mere 


claims and basic facts. 


Due to the use of diethylene glycol as the 
hygroscopic agent, Philip Morris have been 
proved* less irritating than other cigarettes... 
proved so conclusively that the medical pro- 
fession recognizes the substantial nature of 


this improvement in cigarette manufacture. 


Test Philip Morris on patients suffering from 





congestion of the nose and throat due to 


Tune in to“JOHNNY PRESENTS“ on the air smoking. Verify for yourself Philip Morris 
Coast-to-Coast Tuesday evenings, NBC 


Saturday evenings, CBS superiority. 


Joh presents ‘‘What’s My N ” 
lies Sebcesulanead famed PHILIP MORRIS & co. 
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PHILIP MORRIS & CO. LTD... INC. 119 FIFTH AVE.. NEW YORK H 
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Please send me reprints of papers from ; 
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H * Proc. Soc. Exp. Biol. and Med., 1934, 32, 241-245 N.Y. State Jour. Med., 1935, 35-No. 11, 590 [ ; 
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ERSUASION may be ever so forceful, but 
experience alone engenders true confi- 
dence. The Lilly Research Laboratories 
have reason to be glad that the doctor’s memory is 
long, that his judgment is based on results, that his 
confidence in therapeutic agents depends on fact 
and not on hearsay. Between the medical profes- 
sion and Eli Lilly and Company there exists a 
bond of respect that is the natural outgrowth of 
long years of responsible dealing with each other. 








Ephedrine is one of the most acceptable 
vasoconstricting drugs for use in the 
nose. As the season for “summer colds” 
progresses, it is helpful to remember that 
Ephedrine Inhalants, Lilly, have estab- 


lished value in relieving the discomfort 





of this type of nasal congestion. . 
Supplied in 1-ounce, 4-ounce, and 


1-pint bottles. 











E_1 LILLY AND COMPANY | 


INDIANAPOLIS, INDIANA, U.S.A. 
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Laymen, lay organizations and the public 
press today, perhaps as never before, are 
evincing interest in questions long active in 
the minds of medical men. Leading indus- 
trialists and a great number of politicians 
have been making studies and are volunteer- 
ing solutions to vexing problems pertaining 
to the practice of medicine. In view of popu- 
lar interest outside the profession, as well as 
vital interest within, it may be worthwhile 
to consider at this time the practice of medi- 
cine in general with the hope of clearing up 
some of the coniusion of thought regarding 
these questions. Such consideration may be 
highly practical since those who are interested 
for various reasons are with increasing fre- 
quency questioning us as to what the medical 
profession is, what it means, and what it 
thinks about certain issues. 

At the outset it may be wise to understand 
just what a profession is. The definition alone 
makes obvious the difference between the dis- 
tribution of the services of a profession and 
the distribution of commodities that are con- 
trolled by commerce, trade and industry. To 
pass from one person to another material 
which can be weighed and measured is alto- 
vether a different matter from the rendering 
of a service by one individual to another. And 
that is what a profession is. Chapin and Queen 
aptly defined it in these words: 

*\ profession involves personal service ; 
second, this personal service is practical in 
the sense of being an art; third, there is an 
intellectual character to this service with 
considerable self direction and individual 
responsibility ; fourth, the service is based 
on science and learning; fifth, it has a 
technic that is transmissible through an 
orderly and specialized educational discip- 
line; sixth, there is usually payment for 





"Delivered before the Sixty-fifth Annual Meeting of 
the Florida Medical Association, held in Miami, May 
9, 10 and 11, 1938. 


skilled service; seventh, members of the 
profession are a brotherhood; eighth, there 
is an increasingly altruistic motivation and 
devotion to the well being of those served 
and of the larger community; ninth, this 
sense of social responsibility is embodied in 

a code of ethics.”” 

A code of ethics, which may be considered 
the constitution for the brotherhood making 
up a profession, is one of the earliest records 
of medical literature. The Hippocratic oath, 
with which every informed man is familiar, 
is the outgrowth of ideas and _ relations 
through many generations prior to its writing. 
Coincident with the development of medicine, 
whatever the age or clime, always there has 
evolved a definitely known code of ethics. Out 
of the period of the Ming dynasty in China, 
free as it apparently was from the influence 
of Greek culture, there comes this code: 

“Do not make unnecessary delay, when 
called to see a patient, be he poor or rich. 

Give the required medicine whether you 

are paid or not. There will be some one to 

recompense you for your kindness. Do not 
see a girl, a widow, or a nun without the 
presence of another person. In the case of 
private disease, examine carefully, and 
never speak of it even to your wife. When 
you are called upon to see some person’s 
mistress, treat her as one from a good 
family. Leave her as soon as your duty is 
done, and do not call again unless sent for. 

Do not use any substitutes for precious in- 

gredients, such as pearl of amber. . . . Do 

not leave your office during office hours to 
join a picnic, excursion, or drinking  par- 
ties. Attend to your patients in person. 

Write your prescriptions clearly and care- 

fully.’” 

These ancient codes have the ring of mo- 
dernity. Whether a code come out of classic 
Greece, medieval China or modern America, 
the import is much the same for the ethical 
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ideal behind the practice of medicine remains 
surprisingly constant. 

The origin of these codes lies in the recog- 
nition by the profession, first, of a very real 
relationship between the one endeavoring to 
heal and the one to be healed, and, second, of 
quite as important a relationship between the 
physician and the community. Today the 
physician is a familiar figure in positions of 
leadership in those activities that have to do 
with the normal physical and social better- 
ment of the community, as expressed through 
public health agencies, boards of charity, 
churches, schools and like institutions. Not 
only in our day but since recorded time medi- 
cal men have participated in the numerous 
efforts and movements for the benefit of the 
community in general. In this particular the 
physicians of Florida have made and are 
making a record of which they may well be 
proud. It is inspiring to us all that we, the 
practitioners of Florida, have such illustrious 
predecessors as Dr. Henry Perrine, who in- 
troduced from the tropics more than seventy 
varieties of plants that have made the life of 
our people fuller; Dr. John Gorrie, our state’s 
representative in the national Hall of Fame, 
who, in an effort to discover the cause of fe- 
ver, made practical the first machine for 
manufacturing artificial ice, thereby ushering 
in our present era of air conditioning; Dr. 
Andrew Turnbull, a pioneer of the early days, 
who founded a colony on the East Coast; Dr. 
A. S. Baldwin and many others, who were 
active in securing appropriations from the 
Congress for harbors; Dr. J. Y. Porter, who 
for more than thirty years was the State 
Health Officer; and Dr. William C. Wells, 
who at St. Augustine published the first news- 
paper in the state, and who later in England 
explained the formation of dew and also the 
relation between rheumatic fever and organic 
heart disease. That the physicians of Florida 
are public spirited men their history attests. 

In view of our record, both past and pres- 
ent, it will be disappointing, when it comes 
to the question of interest in the general health 
of the people, and indeed not understandable 
if we today ignore the problem of medical 
care for everybody. To consider it, however, 
does not mean that we consent without reser- 


statement that has come 


vation to a recent 
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almost to be a slogan, namely, “The health of 
the people is the concern of government.” 
Our past has shown that we regard the health 
of the people as the concern of agencies that 
have the power to render the needed help, 
but by this acknowledgment we do not mean 
that these agencies, governmental or other- 
wise, should have the direction and decision as 
to the kind of aid given. That prerogative lies 
with those who are to give the aid, that is, 
the physicians, for they are the only ones who 
can properly render this service. 

Unity of interest in the public good is with- 
in itself enough to create a brotherhood, were 
such an association of kindred interests not al- 
ready the outgrowth of other influences. ‘To 
the laity it is hardly understandable that men 
whom it considers to be competitors, one with 
the other, can maintain the fraternal relations 
existing between physicians. It is striking 
how puzzled the layman becomes when a con- 
sultant will not consider taking a patient away 
from the brother physician who has called 
him in, even though the handling of the case 
would mean financial remuneration and per- 
haps wider professional recognition. The dif- 
ference between good sportsmanship and com- 
petition does not seem to be clear in the minds 
of laymen. This attitude is not difficult to ex- 
plain when one considers that the layman is 
not informed as to the differences in oppor- 
tunities that may have come to the two physi- 
cians, nor can he appreciate the difference in 
problems confronting them in their varying 
types of practice. It may be a simple thing 
for one physician to develop a practice that 
tries his best professional talent and at the 
same time renders a very lucrative remuner- 
ation, whereas another physician with equal 
or greaier talent, and with greater sincerit) 
and industry, may meet with little evident suc- 
cess. In fact, even we of the profession do not 
ourselves know one another’s burdens and 
problems. The realization of this limited un- 
derstanding should engender among us a 
kindlier spirit of toleration. Even though the 
weaknesses of human nature are responsible 
for many unkindnesses among physicians, it 
is my belief that the percentage of their oc- 
currence is less than in other groups. 


A sure way to promote the fraternal spirit 
of our profession is through the organization 
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of its members. To be with one another at 
medical meetings, to serve together on com- 
mittees, to attend the presentation of scientific 
programs where papers are presented by 
friends, to take part in the varied activities of 
organized medicine, all such participation is 
bound to give a growing knowledge of one 
ancther and a fairer appreciation of our fel- 
lowmen in the brotherhood of physicians. 

Compensation for services rendered by this 
brotherhood has varied widely through the 
ages. From the Code of Hammurabi we learn 
that a surgeon’s fee in Babylonia varied ac- 
cording to the social standing of his patients, 
as was also true in Persia and Egypt forty 
centuries ago. The honorarium of the early 
Greek physician, purely an honorary gift, had 
by the time of Hippocrates become a profes- 
sional fee, which likewise came to be regulated 
according to the wealth of the patient. This 
procedure has not been abrogated because no 
better method has as yet been devised. 

Although Aristophanes reminds us that at 
times a physician had to make a call for no 
fee, quite as today, the maximum fee among 
the Greeks for a night call was one hundred 
dollars and the minimum about twenty cents. 
Many Roman families paid their physician an 
annual salary, and court practice was highly 
lucrative, but the ordinary practitioner re- 
ceived about thirty cents for a visit, an amount 
equal to more than three dollars now. The 
fee of the English physician of the thirteenth 
century was fifteen cents for a day call and 
about twice as much for a night visit, a fee 
better than the average today for fifteen cents 
was two or three times as much as the labor- 
er’s daily wage and would purchase three fat 
geese or two pairs of shoes. In Colonial days 
in America, when a turkey cost thirty cents, 
a goose twenty, and eggs were six cents a 
dozen, the physician fared better than many 
of us do at present. The first fee for consul- 
tation was five dollars, medicine included, and 
all subsequent fees two dollars w‘thout medi- 
cine; the charge for office visits ranged from 
fifty cents to one dollar with all medicine ex- 
tra and charged for at a price good even for 
today. 


Despite the Jewish injunction in the Tal- . 


mud to “look to your pay, O Physician, for 
that for which nothing is paid, the same never 
cures,” the question of fees is, nevertheless, 
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ever a difficult one. In the light of the ability 
of the patient to pay, schedules through the 
centuries record an attempt, ages old, to fix 
compensation on the basis of help given re- 
gardless of who renders the service. Financial 
bidding for patients is contrary to the ethics 
and destructive to the morale of the profes- - 
sion; it therefore has no place in the brother- 
hood of physicians. 

To qualify for admission into this brother- 
hood, the candidate has from time immemorial 
undergone a definite educational discipline. 
From earliest times almost up to the present 
day the system of apprenticeship was in opera- 
tion, and only within our time in this country 
have the medical schools been raised to prac- 
tically one standard. As a result, physicians 
graduating now are better trained as a group 
than they have even been, but such efficient 
training has had the deleterious effect of en- 
couraging young physicians to locate in com- 
munities that are medical centers rather than 
to spend their lives in the more isolated com- 
munities where each medical man must be a 
self-sustaining unit. Also, the proper educa- 
tion is so expensive that it is difficult for a 
man to go to the less thickly populated sec- 
tions and realize more than a very inadequate 
return for the money invested in his training. 

Obviously, the education of a physician does 
not cease when he leaves medical school. It 
continues as long as he lives, not only through 
what he learns from taking care of sick people 
but also through the activities of medical so- 
cieties, through medica] iiterature and post- 
graduate work. Fiorida is fortunate to be 
one of the few states that has successfully 
maintained for as long as six years a post- 
graduate course each summer for the members 
of its medical profession. This accomplish- 
ment is a credit to organized medicine and a 
great help to the physicians of the state. In- 
terest in this course has steadily increased as 
evidenced by an enrollment of 135 last June. 
The physicians of the state have also shown 
their conviction of the necessity for continu- 
ing education by activity in the various gen- 
eral and special medical societies. There are 


_ 1243 members of the Florida Medical Asso- 


ciation; in this group are those who hold 360 
memberships in the special societies. In 1937, 
there appeared in periodicals other than The 
Journal of the Florida Medical Association 41 
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scientific papers written by members of this 
association. 

The basis for this educational discipline is 
science and learning. ‘Therein lies the great 
difference between the arts and the crafts. Al- 
though there are many points of similarity in 
the execution of a profession and a craft, the 
foundations upon which they rest differ wide- 
ly, for medicine is based on the highest stra- 
tum of science. Throughout the ages medi- 
cine has been quick to recognize truths in 
scientific discoveries that could be utilized for 
the health of the people. Until quite recently 
the compound microscope was used in the 
arts almost exclusively by medical men. 
Hardly was Pasteur’s work on micro-organ- 
isms under way before Lister, realizing its 
important bearing on the healing of wounds, 
instituted the practice of antisepsis. The first 
practical use of the roentgen ray was for the 
diagnosis and treatment of The 
inedical profession first adapted to practical 
As the 


disease. 


use the radium discovered by Curie. 
science of psychology advances, the psychia- 
trist immediately uses its discoveries for the 
help of persons who are mentally sick. It has 
been a matter of only a very short time be- 
tween scientific discovery and its utilization, 
whenever possible, in medical practice. 

It may seem unfortunate that scientific 
knowledge can seldom be applied directly in a 
group manner to the care of the sick. The 
reason such application is not possible is be- 
cause the individual variations in the condi- 
tion of those in ill health are so innumerable 
and diversified that the specific patient re- 
quires for the solution of his trouble a highly 
individualized service. The one who renders 
it must have the freedom of 
Obviously, this service carries with it a very 
heavy responsibility. The sick person cannot 
he considered merely as a number nor even 
He is 


self-direction. 


as an individual with a certain disease. 
a product, not only of his present trouble, but 
of heredity and of the years of his past ex- 
perience, all of which must be considered by 
the ong who would help him recover. To limit 
the physician by rules and regulations would 
stifle the initiative that might solve a problem 
and perhaps save an individual, thereby open- 
ing up an avenue for the relief of millions in 


a similar difficulty. 
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Ephraim McDowell had been taught that 
the removal of a large ovarian cyst was im 
possible, but, when he was confronted with 
the responsibility of letting Mary Crawford 
die or trying the apparently impossible, his 
reason prompted him to exert his individual 
self-direction, with the Mary 
Crawford, and he attempted the untried. .\ 
restriction of his initiative might have de 
layed the benefits of abdominal surgery for 


consent of 


many years. Crawford Long and James Ven 
able had no one to prevent their trying 
ether as an anesthetic. The country physician, 
Robert Koch, had the freedom of action and 
thought necessary for the development of the 
modern principles of bacteriology. Pasteur 
was not thwarted either by governmental or 
lay agencies. Our present would be much the 
poorer, had it not been for the unrestricted 
initiative of those who have gone before us in 
medicine, not only those who are nationally 
and internationally recognized but also the 
general practitioner over the land, whose work 
has been to guard and maintain the health of 
the people. 

These physicians have practiced the art of 
treating sick persons. Science alone cannot 
give to the person who is ill what he needs to 
restore him to health. The way in which the 
service is rendered is frequently just as im 
portant as the remedial agent itself. Personal 
relations are not scientific. They are matters 
of conduct and, therefore, in execution are an 
art. Science cannot make a well rounded life. 
In fact, science is but the means of securing 
the best things in life through art. One oi 
these very best things is the restoration o/ 
the body to health and the preservation of thc 
This personal service, then, is 
that 


well body. 


something cannot be Measured nor 


weighed nor estimated except through the 


recognizable results. In order to achieve a 
happy outcome there must be between him 
who gives and him who receives a private re- 
lationship, one which at times may necessarily 
be intimate. The laws of our country recog: 
nize the privacy of this relationship, making 
that which transpires between the physician 
and the patient a secret matter, not to be made 
known except with the consent of the patient. 
Indeed, so intangible is the physician's service 


that even the records which are necessarily 
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made for diagnostic purposes are not con- 
sidered the property of the patient. The courts 
have ruled that what the patient receives is 
the service and not the record, although he 
inay secure a copy of the record if he so de- 
sires. 

One of the interesting and impressive facts 
in medical history is that in every period in 
which there have been activities that might 
lead medicine away from this personal rela- 
tionship, the proper leader has arisen to ex- 
press the thoughts and principles of the phy- 
sicians as a whole. Weaving its way through 
the centuries from antiquity to the present 
time, a golden thread marks the continuous 
progress of the art of the practice of medicine. 
The writings of Hippocrates were lessons to 
the physicians of ancient Greece teaching them 
that the philosophy of Socrates, the theories 
of the scientists, the modern thought of that 
day, valuable as these were, could not take 
the place of individual study of the sick man. 
Following the Dark Ages in Europe, medical 
thought for centuries centered around the idea 
that disease was the result of the imbalance 
of vague body fluids. It was Rhazes of Bag- 
dad who reawakened physicians to the age- 
old necessity of studying and treating the in- 
dividual. After the Renaissance, when a new 
world was opening up, thought everywhere 
broadened into wider fields of philosophy and 
new avenues of interest; men’s minds came to 
dwell on the universe as revealed through the 
telescope; Harvey’s discovery of the circula- 
tion of the blood brought about the birth of 
modern physiology. During this period when 
theories were rife indeed, that plain, wise 
Englishman of infinite common sense, Thomas 
Sydenham, spent his life urging upon his 
fellow practitioners that there was no way to 
practice their profession other than by indi- 
vidual contacts between the physician and the 
patient. 

When the glorious scientific discoveries of 
the nineteenth century were creating a mod- 
ern scientific medicine, when the bacterial 
cause of disease was being established and a 
pathology based on the changes in the cell 
was being founded, when the mystery of the 
chemical processes within the body was being 
solved and the understanding of living pa- 
thology was becoming more universal, one 
of the most scholarly, highly trained and sci- 
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entific men of his time emphasized the prin- 
ciple of clinical medicine. Sir William Osler 
will, for this reason, be recognized for gene- 
rations to come as the great physician of his 
day. He exemplified the truth that science 
alone is not a practitioner, but that the truly 
successful physician is he who uses scientific - 
knowledge to practice the art of medicine 
through the proper personal relationship be- 
tween him and the sick person. 

During the vear now closing, as [I have 
gone through the state conferring with mem- 
bers of the Florida Medical Association, these 
thoughts about our profession have run again 
and again through my mind. The outstanding 
feature that I have observed is a general feel- 
ing of brotherhood among the best educated 
professional group in Florida. These men and 
women of our Association are interested in 
the physically and mentally sick and_ their 
problems especially, but they are widely in- 
terested as well in the affairs of their respec- 
tive communities and their state. They com- 
prise a group bound together by a spirit of 
fraternity in an organization, the Florida 
Medical Association, which is a part of the 
great body of organized medicine. The idea 
comes that it is for no haphazard reason, no 
scheming plan, that this great body of Ameri- 
can physicians is in many respects the most 
remarkable organization in the world today. 
It is the normal outgrowth of a self-directed 
brotherhood with individual responsibility, 
rendering personal service through education 
and discipline based on science and knowl- 
edge, an organization characterized by an 
ethical code of highest standard and an altru- 
istic devotion to the welfare of the community. 
Is it worth preserving? Should it be defended 
against the attacks to limit its benefits, even 
though these attacks be made in all sincerity 
and honesty? Let us not sit idly by, but with 
a keen interest and a clear eye see the situa- 
tion and persevere to preserve those good 
things that have evolved through the many 
centuries that the art of medicine has been 
practiced. 
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PROCEEDINGS 


of the 
of the 
ri 
FLORIDA MEDICAL ASSOCIATION, Inc. 
HELD AT MIAMI, FLORIDA 
MAY 9, 10 and 11, 1938 
FIRST MEETING OF HOUSE Max tee Couxty Mrpicat Society: 
‘ ‘ sce ca ener oe . Blake 
OF DELEGATES Marion County Mepicat Society : 
ies ‘ E. G. Peek 
rhe House of Delegates convened at  QOprance County Mepicat Socrety: 
9:00 a. m., Monday, May 9, 1938, in the Horace A. Day 
s ‘ er ao J. R. Chappell 
Bahama Room of the Columbus Hotel, Hewitt Johnston 
Miami, Florida, with Dr. Edward Jelks, Pat Breach County Mepicat Society : 
: ia : F. kK. Herpel 
president, presiding. V. M. Johnson 
On roll call the following delegates were George M. Dawson 
F , ; a Pasco-HERNANDO-CitRUS CouNty MEpbiIcAL SOcIETY: 
seated: S. C. Harvard 
DELEGATES PINELLAS County MepICcAL Society: 
T Ve ris 
ALACHUA County MEDICAL SOCIETY: 4 '—y 
J. L. Summerlin \W “Cc Slot eemail 
Bay County Mepicat SocIety: 0.0 ‘Beane 
D. M. Adams . Potk County MeEpIcAL SOCIETY: 
Brevarp County MepicaAL SOcIETY: Geo, Caretfoot 
Pr. C. Kenaston ‘ : J. Boulware 
SROWARD CoUNTY MEDICAL SOCIETY : Purnam Country Menica, Society: 
G. S. McClellan A. P. Gurganious - 
. L. F. Robinson ; . : St. JouNs County Mepicar Society: 
CoLuMBIA CouNTY MepicAL Society: H. E. White 
H. S. Howell es St. Lucie-OKEECHOBEE-INDIAN RIvER-MARTIN 
Dave County Mepicar Society: County Menpicat Socrrry: 
J: S. Stewart H D Clock 7 ; 
Wi . jan Sarasota County Mepicat Society: 
wr coke A. L. Matthews 
ee ee SeMINoLE County MEpIcaL Society: 
Homer Pearson : W itne 
a —— Votusta County MeEpIcAL Soctety: 
Herman Boughton ). og — oe 
R. N. Burch ¥ oe 
Marion Salley On motion duly seconded and carried the 
H. A. Walker : - : . 
E.R. —. minutes of the last meeting were adopted as 
C. G. Mentzer published in the April, 1937, issue of the 
DrSotro-HarpeE-HiGHLANDS County MEDICAL SOCIETY: Florida Medical Journal 
L. W. Martin nny a oy 
Duvat County MEpIcaAL Society: Motion by Doctor Rowlett that the Associ- 
J. Lunstord Boone ation adopt a resolution expressing sympathy 
R. B. Melver ae : , es : 
a e Dyrenforth to Doctor Weiland in the loss of his brother. 
F. J. Waas Motion seconded and carried. 
H. B. McEuen 9s x : ‘ 
W. McL. Shaw President Jelks called for the nomination 
GS. H. Tra of one delegate and one alternate to the | 


EscamBiA County MepIicat Society: 

J. M. Hoffman 

J. S. Turberville 
HILtsporouGH County MEDICAL 

W. M. Rowlett 

W. C. Blake 

H. Mason Smith 

J. R. Boling 
Jackson County MepIcaL Society : 

N. A. Baltzell 
Lron-GADSDEN-LIBERTY-WAKULLA-J EFFERSON 
County MEpIcaL SOCIETY: 

J. H. Pound 

B. A. Wilkinson 


SocIetTy: 


House of Delegates of the American Medical 
Association for two-year terms. 

Dr. Herbert L. Bryans was nominated by 
Dr. J. M. Hoffman for reappointment as Del- 
egate to the A. M. A. Motion seconded and 
unanimously carried. Elected for two years. 

Dr. J. S. Turberville was nominated by 
Doctor Herpel as alternate delegate to the 


A. M. A. 


Motion seconded. 
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Dr. Herbert E. White was nominated by 
Doctor Owens as alternate delegate to the A. 

M. A. Motion seconded. 

Nomination withdrawn by Doctor Turber- 
ville as he will be unable to serve. 

Dr. Herbert E. White of St. 
elected alternate delegate to the A. M. 
unanimous vote, for two vears., 

President Jelks appointed Dr. W. M. Row- 
lett and Dr. Joseph Stewart to draw up a res- 
olution on the death of Doctor Weiland’s 
brother for adoption at the next meeting of 
the House of Delegates. 

The following resolution was read by Dr. 

M. J. Flipse of Miami. 

IVhereas, the Florida Medical Association has hereto- 
fore by resolution shown its interest in the care and 
control of tuberculosis in the State of Florida, and 

Whereas, the State of Florida has constructed and put 
in operation the State Tuberculosis Sanatorium at Or- 
lando during this last year, and J 

Whereas, the Tuberculosis and Health Committee of 
the Florida State Medical Association has observed 
with satisfaction and approval the harmonious and 
efficient conduct of this institution under the direction 
of Dr. R. D. Thompson, the Medical Director and 
Superintendent, and under the direction of the State 
Tuberculosis Board appointed by the Governor, there- 
fore be it 

RESOLVED, that the Florida Medical Association in 
meeting assembled do hereby compliment the Gover- 
nor and his Cabinet; the State Tuberculosis Board; 
the Superintendent, Dr. R. D. Thompson, for their 
efficient work, and that a copy of this resolution be 
sent to the Governor, the State Tuberculosis Board 
and Dr. R. D. Thompson. 

On motion duly seconded and carried the 
above resolution was unanimously adopted. 
resolution was read by Dr. 


Augustine 


A. by 


The following 

Hewitt Johnston of Orlando: 

Whereas, there is a wave of propaganda both within 
and without the medical profession sweeping .this 
country to socialize the practice of medicine; and 

IVhereas, up until the present time no plan has been 
brought forth either by the proponents or opponents 
of socialized medicine to correct the ills and injustices 
of the practice of medicine; and 

Whereas, the people are looking toward the 
Medical Association to take a constructive 
this matter; therefore be it 

RESOLVED, that the Speaker of the House of Dele- 
gates of the American Medical Association appoint 
a committee of seven, one member to come from the 
Board of Trustees, one from the House of Delegates, 
one from the so-called “Committee of 430” and four 
from at large from the profession who hold no 
official position in the American Medical Association; 
and be it further 

RESOLVED, that this said committee 
Board of Trustees and officers of the 
ical Association and others and stay in session until 
constructive plans are formulated, if possible, and 
the said report to be filed with the House of Dele- 
gates for consideration at the next annual meeting or 
at special session if necessary; and furthermore be it 

RESOLVED, that the Board of Trustees set aside a 


American 
stand in 


meet with the 
American Med- 


sum of money to defray all expenses of the investi- 
gation and the time of the members of all committees. 
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On motion duly seconded and carried the 
above resolution was unanimously adopted. 
Recommendations of the Executive Com- 
mittee were read by the Chairman, Doctor 
Osincup : 
(See second meeting for resolution on reg- 
istration fee.) 
was 
the 


Recommendation on registration fee 
held over until the second 


House of Delegates the following day. 


meeting of 


“After studying applications from County 
Societies, your Committee recommends the ac- 
ceptance of the invitation from the Volusia 
County Medical Society to make Daytona 
Beach the meeting place of the Sixty-sixth 
Annual Convention of the Association, in 
1939.” 

On motion duly seconded and unanimously 
carried Daytona Beach was selected as the 
meeting place for the 1939 convention. 

Recommendation on registration fee reread 


for consideration. 


Amendment by Dr. M. M. Coplan of Mi- 
ami, to the effect that this recommendation 
apply except where new members are coming 
into the Association who have never practiced 
medicine before. 
Doctor Rowlett : 

“T would like to call your attention to the 
fact that the Florida Medical Association and 
its County Societies, have by far the smallest 
dues of any of the practitioners of the healing 
art in the State of Florida. I understand that 
the Dental Association in addition to its 
regular dues emergency 
of about fifteen or twenty dollars, 
other healing arts in addition to their 
their societies about fifty 


has an assessment 

and some 
regular 
dol- 


dues pay into 


lars. I just want to call that to your atten- 
tion. 
Dr. F. Kk. Herpel: 


“T have been treasurer of the Palm Beach 
County Society for the past seven years and I 
during that time 
become collect 
Seven years ago it was extremely dif- 
I find that as the activ- 
Association in- 


have found that each year 
it has 
dues. 
ficult to collect dues. 


increasingly easy to 


ities of the Florida Medical 

crease, as the Association becomes a better 
organization, with better contact between 
state officers, better meetings, better general 
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fellowship, it has become increasingly easy to 
I would like to second the re- 
Other associations 


collect dues. 
marks of Doctor Rowlett. 
pay four, five or six times as much, cheerfully, 
to maintain their membership in their national 
societies. I am in favor of the original rec- 
ommendation of the committee.” 

Doctor Coplan: 

“In order to make the amendment more spe- 
cific, make this increase or assessment appli- 
cable to all applicants other than those who 
their original hospital in- 
ternship not than months 
prior to making the application.” 

Dr. Hewitt Johnston: 
“Opposed, because most of the interns are 


have completed 


more eighteeen 


paid for their services, and should be able to 
save that much. Think no one should be ex- 
empt.” 

This recommendation ot 


Committee referred to second meeting of 


the Executive 
House of Delegates. 

The next order of business was the reading 
of Committee reports. 

The following report of the Council was 
read by the Chairman, Dr. W. McL. Shaw: 

REPORT OF COUNCIL 

At the Pre-convention Meeting, held in 
Tampa, January 16, 1938, the district coun- 
cilors’ reports were received. These were pub- 
lished in full in the February number of the 
Association's Journal. As chairman of the 
Council, I will briefly outline some of the 
major activities of the Council during the 
past year. 

The first official meeting of the Council was 
held in Orlando the fourth week in June at the 
Orange Court Hotel. Eight of the twelve 
councilors were present and plans were ap- 
proved for holding an annual meeting in each 
of the six medical districts. The first annual 
medical district meeting was held in Apalach- 
icola, July 15. The last of the series was held 
November 11, at Plant City. A complete pro- 
gram and write-up of each meeting appeared 
in the Journal, so that each member has had 
an opportunity to judge as to the effectiveness 
of this major project of the Council. Your 


Managing Director, Stewart Thompson, vis- 
ited the councilors and officers of the com- 
ponent societies in each district to assist in ar- 
ranging the programs, facilities for holding 
the meeting, etc. 


He also took care of the 
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registration of members and guests at the 
meetings. In addition to announcing each 
meeting in the Journal, a printed program was 
member in the district 


The meetings were also 


mailed to 
prior to the meeting. 
announced in the various newspapers through- 
out the district. 

The total registration for the six medical 
district meetings was 450. Of this number 
287 were members living in the districts, 36 
were members of the Association as visitors, 
not living in the districts, and 127 were doc- 
tors and guests who attended but were not 
One hund- 


every 


members of organized medicine. 
red sixty-two members of organized medicine 
attended one or more of the medical district 
meetings, who were not able to attend the 
Association’s annual meeting in St. Peters- 
burg. It is interesting to note, in checking 
over the registration, that half of the mem- 
bers who attended the district meetings were 
not able to attend the annual meeting in St. 
Petersburg. The value of the annual medical 
district meetings is, therefore, emphasized in 
that they extend an opportunity for a large 
number of our members who find it impossible 
to attend the Association’s annual meeting, to 
get together, meet the officers of the Associa- 
tion and hear scientific papers. Every mem- 
ber of the Association has had an opportunity 
during the year, to attend an annual meeting 
with a maximum travel of one hundred miles. 

The second major activity of the councilors 
was to stimulate interest in getting members 
for organized medicine. A typewritten list 
of doctors licensed in the state was furnished 
to each councilor and to the secretary of each 
This list was prepared 


component society. 
I am glad to 


according to councilor districts. 
report that your councijors, through personal 
investigation, studied and reported on the in- 
dividual names of doctors thus listed, and have 
furnished to the component societies and 
State Association officers, some very valuable 
information on doctors who are eligible for 
membership. A number of doctors are now 
bona fide members of organized medicine 
through the efforts put forth along this line. 
The constructive efforts already put forth will 
undoubtedly bring definite results in the fu- 
ture. As an example, through the efforts of 
one councilor, five doctors became members of 
the State Association in February. It is our 
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opinion that the councilors, as a whole, have 
been more active during the past year than in 
any, previous year. The work is most con- 
structive in that it is statewide and will be 
the means of strengthening organized medi- 
cine as a whole. 

The dates and meeting places for 1938 for 
the annual medical district meetings were 
scheduled at the last meeting of the Council, 
which was held in Tampa, January 16, This 
schedule has been published in the Journal 
and will be found on the inside back cover 
from month to month. 

I wish to commend most heartily each of 
the twelve councilors who have cooperated 
wholeheartedly during the year and, on behalf 
of the councilors, I wish to express deep ap- 
preciation to the officers of the Association 
who attended the six annual medical district 
meetings and made such valuable contribu- 
tions to their success. Particalarly I wish to 
to commend the valued assistance of our Man- 
aging Director, Dr. Stewart Thompson. With- 
out his counsel and cooperation much of this 
work could not have been accomplished. 

Respectfully submitted, 
W. McL. SuHaw, Chairman. 
Dr. Jelks: 

“T want to take this occasion to thank the 
Council this year for the fine work they have 
done for the Florida Medical Association. 
That is true of every one else who has worked 
in the Association, but this being a new op- 
eration it was a little uncertain as to how it 
might work out. To me it appears a very ex- 
cellent way to help improve the efficiency of 
the Florida Medical Association.” 

The following report of the Committee on 
Legislation and Public Policy was read by Dr. 
J. C. Davis, Chaiman : 

REPORT OF THE COMMITTEE ON LEGISLATION 
AND PUBLIC POLICY 

One year ago the State Legislature was in 
session. I, as chairman of your Legislative 
committee, had been, was, and continued to 
be throughout its session, as busy as the pro- 
verbial bee in a tar bucket. 

Unless one of you has faced the strain, the 
worries, the trials and hazards of working 
with and through a legislative session, I can- 
not possibly convey to you the manifold tasks, 


troubles to be encountered and dealt 


and 
with. 
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Prior to the opening of the session a vast 
amount of work had been done by us and by 
local members of the Association in their var- 
ious towns and districts in acquainting all con- 
cerned with the legislation we were sponsor- 
ing, and what is more, just why this legisla- 
tion was necessary to the public health, and 
why we, as the trustees of the public health, 
considered it eminently worthwhile to exert 
time and trouble to get this proposed legisla- 
tion enacted into law. 

We faced the opening of the session in an 
optimistic mood. We knew from past experi- 
ences what, in general, to expect from then 
onward. We knew that subversive influences 
would be working day and night against us. 
We felt, however, that the majority of the 
members of the legislature were favorable to 
these new laws, and that if we could once get 
them up for a final vote we would encounter 
no serious difficulty. 

I wish to say now that, in my opinion and 
in the opinion of those who worked with me, 
we have found no reason to discard that view. 
Kvery time one of these proposed measures 
came up for a final vote, it was passed with a 
large majority. I believe that in the next 
session of the legislature if we can get these 
bills up for final passage, that they will be en- 
acted into law without serious difficulty. 

Just as it is impossible to tell what, if any- 
thing, a proposed specific will cure, until it has 
been tried out under particular conditions, it is 
equally impossible to accurately foretell just 
exactly what changes will be found necessary 
in any proposed legislation, until it has been 
subjected to the cross-fire of legislative criti- 
cism. Our proposed laws had been carefully 
drawn and checked, but shortly before or just 
after their introduction, it was found neces- 
sary to make some minor changes here and 
there in practically every bill. In general, how- 
ever, the general idea was followed implicitly 
and the effect was intended to be the same, 
that is, a better public health for the State and 
its people. 

Just as it is usually more difficult to cure a 
sick man than it is to keep a healthy man well, 
it is more difficult to get legislation enacted 
than it is to defeat undesirable legislation. 
Therefore, since we were shouldering the bur- 
den of trying to get some positive action, we 
had a more difficult task than did those whose 
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interest caused them to seek the defeat of the 
bills, as their only necessary action was nega- 
tive in character. 

You are already familiar in general with 
the legislation under discussion. One was a bill 
to provide for a better and more specific defi- 
nition of the practice of medicine; one was to 
provide a lien for medical, nursing and hos- 
pital services; one was to require practition- 
ers of the different healing arts to properly 
designate just what branch of healing they 
were practicing, so that the public would not 
be misinformed; and one was the Basic Sci- 
ence law. 

To show you that we are making some 
headway and that our work was not entirely 
unsuccessful we report the enactment into pos- 
itive law of one of these bills, that is the desig- 
nation act. To get even this bill passed required 
a great amount of unrelenting effort as we 
found opposition every step of the way. This 
Opposition was not found on the floor of the 
House and Senate but was found in a steady 
and powerful effort of those opposing the bills 
to keep them from ever coming before either 
body for a final vote. The medical practice act 
and the lien law were each passed by the Sen- 
4 dissenting votes. The 


ate with only 3 or 1 
against which the most 


Basic Science law 
strenuous and concerted effort was made by 
its foes, never was voted on in final passage 
by either house, 

Let me 
efforts in behalf of this legislation were out- 
standing. Dr. Dame, the the 
Public Health committee, lost no time 


say a few words for those whose 
chairman of 
Senate 
in getting the bills recommended favorably by 
his committee. His careful and conscientious 
work was a deciding factor in effecting the 
passage by the Senate of the two bills just 
mentioned. 

Senators 


great credit in cooperating with Doctor Dame. 


l deserve 


Sweger and Touchton 
Doctor Eide, chairman of the House Pub- 
lic Health Committee, had a larger committee, 
and it was in this committee that we found 
much of our most serious opposition. After 
a long and concerted effort by all those inter- 


ested in the passage of these bills, including 


many individual members of our profession, 
this committee finally approved by a majority 
vote, all our bills, to which had been added by 
the committee some minor amendments. The 


THE JOURNAL OF THE FLORIDA MEDICAL ASSOCIATION 





Votume XXIV 
NuMBER 12 


opposition, however, had delayed us too long, 
and though every reasonable effort was made 
to get these bills up for final passage in the 
house we were unable to do so. The tremen- 
dous pressure that exists toward the close of 
every legislative session was also a material 
aid to our opponents in blocking our efforts 
to get these bills up during the final days of 
the session. 

Dan Chappell, at the instance and request 
of the Dade County Society, was present in 
Tallahassee and worked diligently in our be- 
half for most of the session. Mr. Chappell is 
a former member of the House of Representa- 
tives, an experienced legislator, and a former 
candidate for Governor. He is due our sin- 
cere regard and thanks for the vast amount of 
time and effort he expended in our behalt. 
This was done, he says, because it was his 
desire to lend his support to the Medical Pro- 
fession in Florida, and especially to the Dade 
County Medical Society, free of charge. He 
worked untiring) did not fail 
through lack of competent and experienced as- 


and we 


sistance. 

Dr. Stewart G. Thompson, our Managing 
Director, was of invaluable assistance. He 
worked diligently and intelligently in our be- 
half, and was always available when and 
where needed. It would be almost impossible 
to conceive of conducting another campaign 
in favor of these bills without him. 

Many members of the legislature were fav- 
orably inclined to this legislation, and toward 
we teel grateful. There were a few, 


tilelll, 


n 
I 


however, who were outstanding in taking a 
active part on behalf of these bills. Among 


these, in the House of Representatives, we 
list : 

Martin, of Hillsborough County 

Dekle, of Hillsborough County 

Sinclair, of Polk County 

Bryant, of Alachua Count: 

Collins, of Leon County 

Doctor Eide, of Highlands County 

ahs, of Lake County 

Leedy, of Orange County 

Papy, of Monroe County 

Slappey and Davis, of Gadsden County 

We are not listing our special friends in the 
Senate, as practically that entire body was 
favorable to our legislation, or at least not 


opposed to at. 
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Your chairman has been subjected to some 
unwarranted criticism because a letter writ- 
ten by him as a confidential communication to 
certain members of our Association regarding 
the legislation and some of the members of 
the legislature, fell into the hands of those 
most actively engaged in opposing us. This 
letter was based on what I then believed to be 
correct information. As it later turned out 
some of it was incorrect. Be that as it may, 
no one regrets more than I do that this unfav- 
orable publicity was given us. As far as en- 
acting our legislation was concerned, how- 
ever, | do not believe it caused us any ultimate 
harm whatsoever. In fact I think it reacted 
somewhat in our favor at a later date, and 
when the matter had been thoroughly ex- 
plained we found no evidence of further ill- 
feeling. It was, of course, evident to all why 
this publicity was started, and the unfairness 
of its being used in an effort to further selfish 
aims in opposition to us, did, in my opinion, 
later react against those publicising it. 

As an aid in securing the passage of these 
bills in the future I make the following recom- 
mendations : 

Ist. Xedouble vour efforts locally to gain 
the active support of your representative and 
senator. This cannot be emphasized too much 
or too often or too forcibly. This alone will 
not be sufficient, but without it we can hope 
for no success at all. 

2nd. 


enced legislator, who will actively support 


Make every effort to get an experi- 


these proposed laws, as a chairman of the 
Public Health Committee in each House. Hav- 
ing a doctor as a chairman works as a handi- 
cap for it causes the uninformed to look upon 
him as the personification of the profession, 
and any personal enmity or dislike they have 
for him is thus visited upon the entire profes- 
laws it This is 


and the 


said in full recognition of the efforts of doc- 


sion sponsors. 
tors in the past who have been chairmen of 
these conunittees and does not in the least de- 
tract from the hard work they did nor the 
results they accomplished. I believe they will 
be the first to agree with me that the fore- 
going statements are true. The chairman 
must be experienced, because so much of the 
most difficult part of the program is met with 


in committees. The uninitiated, no matter 


how industrious, how well meaning and how 


PROCEEDINGS—ANNUAL MEETING OF FLORIDA MEDICAL ASSOCIATION 


643 


sincere, cannot hope to compete on even terms 
with an equally sincere, well meaning, indus- 
trious and experienced man. 
3rd. Make an effort to find out just how 
your representative and senator stood last 
term with regard to this legislation. Find out 
what his attitude will be at the next session, 
and with that in view use your local political 
strength where it will best be served. 
4th. Make every effort to have appointed 
on each Public Health Committee, the men 
who are actively interested in behalf of these 
vital laws. If they are not actively interested 
trv to get the men who at least will not adopt 
an attitude of vigorous opposition to the legis- 
lation merely because the profession is spon- 
soring it, and some other profession is oppos- 
ing’ it. 
Respectfully submitted, 
J. C. Davis, Chairman; 
Horace A. Day 
Henry C, Dozier, 
GERRY R. HOoLpEN, 
\W ALTER C, JONES 
WritMan C, MCCONNELL 
The report of the Committee on Medical 
Education and Hospitals was read by the 


Chairman, Dr. Leland F. Carlton, as follows: 


REPORT OF 


rite COMMITTEE ON MEDICAL 


EDUCATION AND HOSPITALS 

Your committee has, when called upon, en- 
deavored to function to the best of its ability 
in matters which it considers for the better- 
Medical State 
of Florida at large. It was our good fortune 
Broward County 


ment of the Profession of the 


to attend the opening of the 
institution 
Melbourne 


Hospital at Melbourne, which 


e° 


should be a credit to the city of 


and the surrounding territory. 

At the Pre-convention Meeting of the Flor- 
ida Medical .\ssociation held in Tampa, the 
members present went on record as favoring a 
survey of hospitals in Florida to determine 
available hospital accommodation for the in- 
digent, this survey to be made by the Works 
Progress Administration and sponsored by 
the State Board of Health in conjunction with 
your committee on Medical Education and 
Hospitals. .\ request was made that the re- 
sults of the survey be sent to our representa- 
tives and senators in Washington, that they 


might have full report of the same. Your 
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committee offered its services to cooperate 
with the Works Progress Administration in 
this work, but has not yet been called upon 
to do so. 

Your committee on Medical Education and 
Hospitals with the officers of the -\ssociation, 
members of the Executive Committee, the 
Committee on Medical Economics, and the 
representatives of the Florida 
society on November 28, met in Jacksonville 
with Dr. R. G. Leland, director of the Bureau 
ot Economics of the .\merican Medical \sso- 


Radiological 


ciation, to discuss hospital insurance. 

Since the beginning of the medical era, phy- 
sicians have been capable of, and have been 
prepared to look after the care of the sick, bet- 
ter than any other professional group or hos- 
pitals. The traditional function of hospitals 
is not to enter into the practice of medicine, 
but to furnish facilities which one does not 
have at home; that is to furnish board, lodg- 
ing, and nursing care, and to leave the meilical 
care solely in the hands of the Medical Pro- 
fession. There has been a trend in the past two 
vears for insurance companies and hospitals 
alike to attempt to enter the practice of medi- 
cine. We feel that the Medical Profession is 
opposed to any plan that will destroy the basic 
features of medical service, or will permit 
hospitals to enter the practice of medicine. 
lor that reason your committee on Medical 
Education and Hospitals submits the follow- 
ing resolution to be acted upon by the Florida 
Medical Association. 

(See second meeting of the House of Dele- 
gates for text of resolution). 

Respectfully submitted, 

LELAND F. Cariton, Chairman 
Joun R. CHAPPELL, 

Joun N. Moore, 

WALTER C, PAYNE 

Rosert B. McIver, 

PauL B. WELCH. 

Motion by Dr. W. M. Rowlett to adopt this 
report and all other reports read prior to this 
time today. Seconded. 

Amendment of motion, that a copy of this 
last report be sent to each hospital in the State 
of Florida, with possibly certain excerpts 
from it. 

Amendinent accepted by Dr. Rowlett. 
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Doctor Flipse : 

“T feel that there are certain parts of this re- 
port very specifically outlined and if a copy of 
this report finds itself in the hands of hospital 
authorities the question is going to arise as 
to what constitutes the practice of medicine. 
This has always been an embarrassing situa- 
tion in dealing with hospitals that hire by the 
year a pathologist, a roentgenologist or phy- 
sician engaged in clinical laboratory proced- 
That has on previous occasions consti- 
If we take this step 
Theoret- 


ures. 
tuted a stumbling block. 
it is going to be very embarrassing. 
ically, I believe we are all in accord in regard 
to this matter, and now the question is the ad- 
visability of applying it. There is now some 
doubt and I think it should be specifically 
stated just what is meant if this report is go- 
ing to be sent to the different hospitals. I 
therefore suggest that this committee specif- 
cally outline these few points in this recom- 
mendation in regard to these pathologists, an- 
esthetists, clinical laboratory — technicians, 
roentgenologists and all other matters which 
pertain to the practice of medicine in hospitals, 
before this report is submitted to the various 
hospitals throughout the state.”’ 

Dr. H. A. Day: 

“Another fact which I think is rather im- 
portant. In different parts of this state and 
other states the Boards or agencies of charity 
maintain hospitals in centralized areas to 
handle the work on their patients. 
centralized hospitals are operated and run by 
the Board or members of charity organiza- 
They hire their 
medical superintendent and _ their 
All of the doctors work for them 
on a salary. They charge for the patient’s 
hospitalization and medical fee and it all goes 
to the hospital except for the salaries paid out 
to the doctors. Where would you put them? 
What are we going to do in the Association 
with the doctors who hire themselves out to 
What penalty ? Otherwise the 


These 


tions and not by doctors. 
business 


manager. 


the hospitals ? 
recommendation is no good.” 
Doctor Jelks : 

“This is a question we are all interested in. 
What is done at this meeting will probably be 
a rather important step.” 

Doctor Dyrenforth: 

“T am particularly interested in what Doc- 

tor Flipse had to say because I am a pathol- 




















Jour. F. M. A. 
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ogist. We are overlooking the fact and this 
resolution omitted it, that the intent of this or- 
ganization is to keep hospitals and other lay 
bodies from interfering with the so-called in- 
come of the profession. However, we are 
making too many inroads on the immediate is- 
sue and all these things are going to cloud 
the issue.” 

Doctor Turberville : 

“T think that if we attempt to specify it will 
lead to interminable specifications. | think that 
the best thiug we can do is state principles. I 
agree with Dr. Dyrenforth very much that 
such specifications will only confuse and cloud 
the issue. I think that we had better stick 
to the original resolution. It was evidently 
thought out very carefully. In other words 
everybody, every doctor who practices in the 
hospitals is a doctor whether he is doing ob- 
stetrics or what not. Whatever department 
he occupies that constitutes the practice of 
medicine to the full extent. Pathologists, rad- 
iologists, anesthetists, they are all practicing 
medicine. It makes no difference. \We should 
stick to principles or we get into confusion. [| 
agree with the thought that Doctor  Flipse 
brought out, but at the same time I think we 
should not get into complications.” 

Dr. Leland Carlton: 

“Some physicians have asked our commit- 
tee to define the practice of medicine. I don't 
think it is up to our committee. I think it is 
up to the American Medical Association to 
tell us what the practice of medicine is.” 
Doctor Stewart : 

“T just want to ask one question. It is the 
custom in Miami to employ a house man, and 
a great many hospitals pay that man $75.00 a 
month and 50% of the fees he collects for 
emergency treatments. According to this reso- 
lution if passed these hospitals would no long- 
er be allowed to do that. Mr. Chairman, I 
think this is one of the most important things 
to come up before the House of Delegates. 
From the standpoint of our own hospitals and 
all other hospitals, it is a big point. I per- 
sonally don’t want to go into a hospital that 
does not have a pathologist. I personally don't 
want to go into a hospital with my patients 
if they do not have these services, and yet I 
don't agree with hospitals practicing medicine. 
I believe we should think this resolution over 
very carefully and if it is not satisfactory then 
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we should get up another one; possibly it will 
require an amendment to the constitution.” 

Motion by Dr. Stewart that this Associa- 
tion table final action on this matter until the 
next meeting of the House of Delegates. 

The above motion then amended to include 
that the secretary be instructed to have mimeo- 
graphed copies of this resolution circulated 
among the delegates prior to the next meeting 
of the House of Delegates. 

Seconded and carried. 

Report of the Committee on Publication by 
the Chairman, Dr. Walter C. Jones, as fol- 
lows: 


REPORT OF COMMITTEE ON PUBLICATION 

We are receiving more and more papers 
and I think a much better class of papers this 
year than in some preceding years. Due to 
the fact that we are receiving more papers we 
hope to be able to raise the standard of our 
publication. So if the committee in the future 
should become a little more severe in its criti- 
cism don't feel hard. It is because we are 
simply trying to raise the standard of publica- 
tion. in the Journal. The Florida Medical 
Journal publishes fifteen hundred copies each 
month and these are sent to all parts of the 
world. The practice of medicine in Florida 
is judged to some extent by the Journal we 
are putting out. 

I would again reiterate the suggestion that 
was made last year, that you spend a little 
more time in the preparation of your papers. 
So often we find a paper with a lot of good 
thought and material in it, but poorly written. 
This is not because the man does not know 
how to write but because he has not taken the 
time to write. Very often a paper that has 
to be re-written, re-studied, re-hashed is not 
fit for publication; that is, it would not make 
a nice paper for publication. If we send a 
paper back and ask that you re-study it, please 
return it and we will get it in proper form for 
publication after you have done the best that 
you can. A lot of us can not write, but there 
are people in the State who do know how to 
write and they can help us. With their help 
you can present your subject in a form that 
will be a credit to you. 

We realize that we have perhaps not had 
much original work in Florida, such work 
being done more often in medical centers, ete. 
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But when you do have original work, give us 
a break. The standard of practice in Florida 
to a great extent is going up. 

In regard to publications, we would like 
you to submit to us with your papers as com- 
plete a bibliography as it is possible for you to 
obtain in connection with it. These bibli- 
ographies can be obtained from the American 
Research Department. 

At the present time you can get help and if 
you have something worth publishing it is 
worth while for you to send it to the Florida 
Medical Journal. 

Respectfully submitted, 
WALTER C. JoNEs, Chairman 
SHALER RICHARDSON, 
Herpert EF, White, 

On motion, the report of the Committee on 
Publication was adopted. 

The following report of the Committee on 
Public Relations was read by Dr. J. Ralston 
Wells, Chairman: 

REPORT OF COMMITTEE ON PUBLIC RELATIONS 

This year the Public Relations Committee 
has confined its attentions to putting on a 
broadcast over the Florida State College radio 
station, WRUF, every Sunday evening except 
in July and August. There have been thirty 
original essays; the others have been rewrites 
of material furnished from the Public Rela- 
tions Committee files on hand. The commit- 
tee has furnished, from time to time, material 
We 


have had response from the radio audience 


for talks given by various physicians. 


requesting copies of talks delivered. We have 
handled from different individuals 
asking for specific advice on their ailment that 
seemed to have been touched upon by the es- 
sayists. The latter have been invariably re- 


ferred to their family physician without spe- 


requests 


cifie advice. 

The the 
been active equally, each member furnishing 
The men through- 


members of committee have all 
speakers for given dates. 
out the state have cooperated very well, both 
in writing articles and delivering them over 
the station except at times when it has been 
found at the last minute to be impossible. 
Permanent Elect ic Transcriptions of Medical 
Talks 

Since the Public Relations Committee came 

into being and radio broadcasting became its 
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main objective there have been numerous other 
broadcasting stations throughout the state 
take up and further the work. Bearing in 
mind the difficulty now and again encount- 
ered, in furnishing speakers and topics at 
given times, we think that the State Medical 
Association could aid, both its own broad- 
casting and the various other stations, by re- 
cording the talks as given over WWRUF and 
disseminating them to other stations in reg- 
ular order or upon request. During the course 
of the year there would be at least forty-eight 
censored, true and timely articles for a radio 
library that could be utilized at any time for 
not only medical broadcasts but could be 
loaned, under supervision, to local stations 
wishing to put on certain medical talks, aiding 
our Women’s Auxiliary, our State Board of 
Health, women’s clubs and similar organiza- 
tions. These records would be made by WRUF 
through the courtesy of Director Garland 
Powell without expense other than actual cost 
of records used. These records would cost 
approximately $5.75 for a 15-minute address. 
The above mentioned price could probably be 
lessened if several talks were combined on one 
record. This would be a matter of arrangement 
and I am assured it is very practical. [very 
ian has, more or less, a reluctance in talking 
medicine in his home town and would be more 
inclined to use the radio if he did not wish to 
appear personally. We therefore, request an 
appropriation from the State Association of 
$250 to enter this field of medical education. 

[ wish to take this opportunity to thank 
the University of Florida for its cooperation 
and particularly the director, Garland Powell, 
their = wholehearted 
The 


speakers 


and his associates for 


advice, aid and cooperation. station 


has notified us when our failed 
to get their manuscripts in on time, have 
read manuscripts at the last minute when 
a medical engagement kept the speaker from 
appearing and have helped, by courtesy, those 
who were unused to speaking over the radio. 
I wish, also, to thank each member of my 
committee who have willingly and adequately ° 
carried out the committee plans, each one con- 
tributing his share to making it a creditable 
vear. 

Summary: We request that a letter of ap- 
preciation be sent to Director Garland Powell 
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and his associates for making it possible to 
carry on our work. Second, that a sum not 
less than $250 be allocated for use of the Pub- 
lic Relations Committee in recording medical 
talks for the year 1938 and 1939. 
The attached itemized bill for 
postage, telephone and telegraph, throughout 
the year is included for payment. 
Respectfully submitted, 
J. Ratston WELLs, Chairman 
W. L. ASHTON 
Hvusert A. BARGE 
GEORGE R. CREEKMORE 
ALLEN M. Ames 
EUGENE S. GILMER 
Motion by Dr. Herbert E. White that the 
Florida Medical Association allow an amount 
not to exceed $250.00 to produce these rec- 


necessary 


ords. 

Amendment by Doctor Flipse that the word 
“produce” be changed to “obtain.” 

Seconded and carried. 

Motion by Doctor Coplan of Miami that 
the Secretary-Treasurer be instructed to meet 
the expenses of $26.54 as Doctor Wells had 
outlined in the report. 

Motion seconded and carried. 

Report of Public Relations Committee 
adopted. 

Report of the Committee on Necrology read 
by the Chairman, Dr. George W. Potter, as 


follows: 


REPORT OF COMMITTEE ON NECROLOGY 

During the past year, our Association lost, 
by death, the members whose names are 
listed below : 

L. M. Anderson, Lake City 

Herbert W. Bearce, Port Orange 

B. Auxford Burks, Winter Park 

Calvin D. Christ, Orlando 

Charles D. Cleghorn, Miami 

Paul Eaton, Jacksonville 

Davis Forster, New Smyrna 

Grover C. Hardie, Fort Pierce 

M. D. Hartman, Homestead 

A. S. Hawkins, Clermont 

J. J. Kindred, DeLand 

J. C. Knight, Plant City 

Perry M. Lewis, Orlando 

Adolph B. Quasser, Jacksonville 

John D. Raborn, Trenton 
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Floyd H. Randall, Van Wert, Ohio 

J. Knox Simpson, Jacksonville 

J. F. Williams, Monticello 

When possible, obituaries have appeared in 
the Journal relative to the deaths of these doc- 
tors. Tributes have been paid to them in the 
different communities where they have prac- 
ticed. 

May we, at this time, stand in a moment of 
silence, in reverence and respect to the mem- 
ory of our departed colleagues. 

Respectfully submitted, 
GeorceE W. Potter, Chairman 
CHADBOURNE A. ANDREWS 
Eustace LonG 
WittiaM W. Mchkispen 
CHarLes L. Park 
B. A. WILKINSON 

Report of Committee on Necrology 
adopted. 

The report of the Committee on Medical 
Postgraduate Course was read by the Chair- 
man, Dr. T. Z. Cason, as follows: 


COMMITTEE ON MEDICAL POST- 
GRADUATE COURSE 

From June 27 through July 2 the Sixth 
Annual Graduate Short Course for Doctors of 
Medicine will be held at the Osceola Hotel in 
Daytona Beach. Daytona Beach was selected 
after a careful analysis of the answers to the 
questionnaire which was sent out to the com- 
ponent societies and to the councilors. 

The committee feels that we as well as the 
officers of the Florida Medical Association 
have made every possible effort to reach indi- 
vidual doctors and make them realize both the 
value of postgraduate education and the high 
type of lectures we offer. In spite of our 
attempts, the enrollment has increased slowly. 
The repeats each year, indicate, however, the 
appreciation of those men who have taken the 
trouble to attend. As a departure from the 
past we have employed a professional pub- 
licity manager who, under our direction and 
censorship, is attempting to make the public 
“eraduate-short-course-conscious.” We _ feel 
that if the laymen in individual communities 
appreciate the value to their physicians, they 
will be much more tolerant of their absence 
from home to attend the course. 

The attendance last year, as previously not- 


REPORT OF 
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ed in the Journal was 136. The total cost to 
the Florida Medical Association for the past 
five years has been only $132.92. This has 
been due in no small part to the cooperation 
and assistance of the Florida State Board of 
Health. We also recognize the aid of the Uni- 
versity of Florida. After much discussion and 
considerable deliberation, the committee de- 
cided to withdraw its affiliation with the Uni- 
versity of Florida. This was done in a tactful 
and highly satisfactory manner. The Univer- 
sity was perfectly willing to continue the re- 
lationship on the old basis but this did not 
seem satisfactory to us. We feel sure that if 
there is any desire or need for further affilia- 
tion with the University, it can be brought 
about satisfactorily. 

The committee is very solicitous of your 
suggestions and criticism. 

The program this year is equal if not super- 
ior to any before. Copies of the schedule may 
be secured at Registration Desk. 

Respectfully submitted, 
T. Z. Cason, Chairman 
GeorcE L. Cook 
Wiiti1amM W. GEORGE 
FRANK D. GRAY 
G. C. TILLMAN 
Joun S. TURBERVILLE 


On motion made, seconded and carried the 
report of the Committee on Medical Post- 
graduate Course was adopted. 

The report of the Committee on Cancer 
Control was read by Dr. Gerry R. Holden, as 
follows: 


REPORT OF COMMITTEE ON CANCER CONTROL 
Your Committee on Cancer Control begs to 
report that its major activity during the past 
year has been in collaboration with and ad- 
visory to the Women’s Field Ariny, an or- 
ganization originated and sponsored by the 
American Society for the Control of Cancer. 
For your information it is worth while to 
report the details of the organization of the 
Women’s Field Army because during the 
coming year you will hear more from it. 

In 1935 the American Society for the Con- 
trol of Cancer conceived the idea of organiz- 
ing groups of women throughout the entire 
country who would have the spread of the can- 
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cer knowledge as their chief objective. Direct- 
ing the organization was Dr. Clarence D. Lit- 
tle, with Mrs. Margaret Illig as National 
Field representative. A fundamental prin- 
ciple of the Field Army is that in each state 
the State Medical Society, through its Cancer 
Control Committee, shall supervise its organ- 
ization and direct its activities. In Florida, 
Mrs. Ralston Wells was chosen as State Com- 
mander, and in the summer of 1936 an or- 
ganization meeting was held. in Orlando, 
attended by interested women from practically 
every woman’s organization in the State. Doc- 
tor Holden and I represented the Cancer Con- 
trol Committee. 

The organization as set up for Florida, in- 
cluded a State Commander and six Captains, 
one in each of our committee districts. The 
complete organization includes a lieutenant in 
ach county or group of counties correspond- 
ing to the territory of our County Medical 
Societies. 

A list of speakers has been furnished the 
State Commander from the medical profes- 
sion who have consented to serve when called 
on for cancer programs. Also, local cancer 
committees from some of the County Soci- 
eties have been designated, these to serve as 
contact men for the local lieutenants of the 
Field Army. The objective of this whole set- 
up is to utilize all the woman power of the 
State toward the spread of authentic informa- 
tion about cancer, but at the same time to 
safeguard against thoughtless, harmful or un- 
ethical activities which might develop if there 
Were not a close supervision of any lay 
group. 

In addition to the above reported work your 
committee has programs either 
through its own membership or other desig- 
nated speakers in Jacksonville, Palatka, St. 
Augustine, Tallahassee, and Crawfordville, 
with radio broadcasts over Jacksonville, St. 
Augustine and Tallahassee radio stations. 


put on 


Respectfully submitted, 
F. Ciirton Moor, Chairman 
SAMUEL C, HARVARD 
Gerry R. HOLDEN 
NorvaL M. Marr 
LAUCHLIN M. ROoZIER 
ADRIAN M. SAMPLE 
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SUPPLEMENTARY REPORT CANCER CONTROL 


COM MITTEE 

The foregoing report of Doctor Moor, 
Chairman of the Cancer Control Committee, 
was written several weeks ago before the 
Women’s Field Army had its drive for mem- 
bership during April. It is therefore, perti- 
nent to add further data regarding the pres- 
ent situation of the Women’s Field Army in 
Florida. 

As a result of the drive in April, the Army 
17 counties with 37 sep- 
arate units at work. There are about 120 
workers in the field. A list of 34 doctors has 
been compiled who are ready to assist in this 
work as speakers. Radio broadcasts are being 
put on over every station in the State, some 
of them with daily features. Over 20,000 
pieces of literature had been sent out from 
headquarters in Daytona Beach, up to May 
first. The April number of the Florida Health 
notes, a publication of the State Board of 
Health, is devoted to cancer with an especial 
article on the Women’s Field Army. 


is now organized in 


There have also been many other activities 
along this line of education. Remarkable co- 
operation has been secured from many agen- 
cies. Good publicity on the part of the press 
has been secured. The Florida Light and 
Power Company and the Tampa Electric 
Railway Company are worthy of mention in 
this regard. 

Through the assistance of Doctor Spoto, 
County Health Director of Tampa, the Latin 
Clubs of that city have been contacted and 
literature in Spanish distributed. 

All of these activities and many others too 
numerous to be detailed here have been initia- 
ted either by the Women’s Field Army, indi- 
vidual members of the Cancer Control Com- 
mittee and individual physicians, not members 
of the Cancer Control Committee, who have 
been interested in the subject as a matter of 
public health. 

The Cancer Control Committee as such has 
not been active. During the past two years 
the committee has had no meeting at which 
there was a full attendance, nor have the activ- 
ities mentioned above been the result of any 
deliberations on the part of the entire com- 


mittee. 
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This is an exceedingly important commit- 
tee. It is the executive committee of the Wom- 
en’s Field Army. The activities of this or- 
ganization should be directed by the commit- 
tee as a whole, and not by individual mem- 
bers. It is imperative that the Women’s Field 
Army have some such direction. 

Therefore, we suggest that inasmuch as this 
committee as a whole has not been active, 
that it be disbanded and the President form a 
new committee. 

Respectfully submitted, 
Gerry R. HoLpen, Acting Chairman 
Norvat M. Marr 
ApRIAN M. SAMPLE 
SAMUEL C. Harvarpb 
LAUCHLIN M. Rozier 

It was moved, seconded and carried that 
the above reports be adopted. 

The following report of the Committee on 
Medical Economics was read by Dr. J. C. 
Vinson, Chairman: 

REPORT OF COMMITTEE ON MEDICAL 
ECONOMICS 

The last report of your Committee embod- 
ied recommendations that received the ap- 
proval of your Executive Committee. 

These special recommendations revolve 
around the establishing of an economic 
bureau. This Committee recommended in its 
report that this bureau be established in one 
county as an experimental laboratory and 
should the feasibility of the plan be proven, 
then there could be established in each county 
its own bureau. 

Your Executive Committee gave its ap- 
proval of the plan with the distinct under- 
standing that your Economics Committee find 
ways and means, whereby the first county unit 
would be established without the financial 
backing of the State Medical Association. 
Your Executive Committee agreed with this 
Committee that in raising the money, the Flor- 
ida Medical Association should not lose con- 
trol of its bureau. 

Your Committee has been offered the neces- 
sary funds from different philanthropic organ- 
izations, but the acceptance of any one of these 
offers would have meant the loss of control to 
the Florida Medical Association. It is a 
source of keen disappointment to your Com- 
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mittee that we cannot at this time state iat 
the first bureau has been established. 

However your committee is proud to report 
that the necessary funds for the establishing of 
its first county unit has been promised and that 
the funds will be available within 90 days. 

Your committee is confident that in its next 
annual report workable concrete evidence can 
be submitted that will prove to the world that 
the control of the practice of medicine in the 
State of Florida has been retained by the 
Medical Profession. 

Respectfully submitted, 
Joun C. Vinson, Chairman 
ALBERT H, FREEMAN 
Hrwi1Tt JOHNSTON 
Lourie M. LIMBAUGH 
DanreL A. MCKINNON 
GERARD RAAP 

Motion made, seconded and carried that 
the above report be adopted. 

The report of the Committee on Venereal 
Disease Control was not read due to the ab- 
sence of Dr. E. T. Sellers. 

The following report of the Committee on 
Inter-Relationship was read by Dr. W. M. 
Rowlett, Chairman: 


REPORT OF INTER-RELATIONSHIP COMMITTEE 

During the last year the Committee on 
Inter-Relationship has held several confer- 
ences with the allies of the medical profession ; 
namely, dentists, pharmacists and nurses. We 
have gone over the proposed legislative pro- 
gram of the Florida Graduate Nurses’ Associ- 
ation with the chairman of their legislative 
committee. They are working on a very con- 
structive program. The dentists and pharma- 
cists have not yet adopted their legislative pro- 
gram. 

Through the cooperation of the Committee 
on Scientific Work, we have arranged to have 
the President of the State Dental Association 
our guest and make an address at the annual 
banquet. lor several years it has been the 
custom of the Dental Association to invite the 
president of the Florida Medical Association 
to appear on its programs. Your committee 
believes that the interchanging of speakers 
among our allied organizations is a good thing 


and should be encouraged. 
Your committee has endeavored to be cau- 
tious in dealing with the recent political cam- 
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paign. However, your chairman feels that he 
was fortunate to be able to interview, person- 
ally, every candidate for the Supreme Court. 
He feels that these interviews are going to 
result in a better understanding and a quicker 
dispatch of medical cases coming before that 
body in the future, recalling that every case 
we have had before the Supreme Court dur- 
ing the last ten years was lost on technicalities. 
Respectfully submitted, 

W. M. Row.etr, Chairman 

Tuomas H. Bates 

HERBERT L. BryANs 

Louis M. Orr 

Epwin C. Swirt 

CorBett E. TUMLIN 

Motion to adopt the above report, seconded 
and carried. 
The following report of the Committee on 

Tuberculosis and Public Health was read by 
Dr. M. Jay Flipse, Chairman: 


REPORT OR COMMITTEE ON TUBERCULOSIS 
AND PUBLIC HEALTH 

This committee has held four meetings dur- 
ing the year—October 28, 1937, January 3, 
April 25 and May 9, 1938. 

The committee sponsored and participated 
in the second annual Tuberculosis Institute 
for Negro Physicians held in Miami, July 5- 
23, 1937. This was made possible through the 
financial cooperation of the Julius Rosenwald 
Fund, Florida Tuberculosis aud Health Asso- 
ciation, Florida State Board of Health and 
the Dade County Tuberculosis Association. 

This committee participated in the Short 
Course for Physicians held in Orlando, June 
21-26, 1937. A Symposium on Tuberculosis 
was sponsored by the committee and Dr. P. N. 
Coryllos, New York, internationally known 
chest surgeon, was the guest speaker. He was 
brought to Florida through the financial co- 
operation of the Florida Tuberculosis and 
Health Association. Other speakers were Dr. 
T. M. Palmer, Jacksonville and Dr. R. D. 
Thompson, superintendent and medical direc- 
tor, State Tuberculosis Sanatorium. 

The committee served in an advisory capac- 
ity to the State Tuberculosis Board in the se- 
lection of Dr. R. D. Thompson as _ superin- 
tendent and medical director for the State 
Tuberculosis Sanatorium at Orlando. Numer- 


ous conferences were held with Doctor 
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Thompson and members of the Board relative 
to plans and policies for the institution. 

The committee has served an an advisory 
capacity to the Division of Tuberculosis, State 
Board of Health and conferred with Dr. A. J. 
Logie, its director, approving the tuberculin 
testing and x-raying program in high schools. 
It also considered and approved the tuberculin 
testing of indigent contact and suspect cases 
referred by local physicians and the subse- 
quent X-ray examinations. 

The committee acted in an advisory capac- 
ity to the Florida Tuberculosis and Heaith 
Association in approving films, exhibits, 
charts, pamphlets, posters and other matter 
for distribution to lay and selected groups. 

Respectfully submitted, 
M. Jay Fiipse, Chairman 
Wittiam C. BLAKE 
L. Sypnor LAFFITTE 
Duncan T. McEwan 
Joun C. MCSWEEN 
Harry I, Warr 

Motion to adopt this report, seconded and 
carried. 

The report of the Committee on State Con- 
trolled Medical Institutions was not read due 
to the absence of Dr. H. Mason Smith. 

The following report of the Committee on 
Maternal Welfare and the Committee on 
Child Health read by Dr. Homer 
Pearson : 


Was 


REPORT OF COMMITTEE ON MATERNAL 
WELFARE AND CHILD HEALTH 

The committee has had a very inactive year, 
due primarily to the tact that for a major por- 
tion of the past fiscal year, the State Board 
of Health has been without a Director for its 
Bureau of Maternal and Child Health. How- 
ever a Director has been selected and he is 
now doing excellent work. : 

On January 17 and 18 of this year, the 
chairman of the committee attended, by invi- 
“Better Care of 
This conference was 


tation, a conference on the 
Mothers and Babies.” 
held in Washington under the direction of the 
Children’s Bureau of the Department of 
Labor. The full report of the proceedings of 
the conference, with reports of its special 


can be obtained through the 


committees, 
Board of Health. 
The committee in conjunction with the 
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State Board of Health, is carrying on a sur- 
vey of the maternal deaths in Florida during 
1938. The information obtained on death 
certificates is not complete enough to form 
any definite conclusions. Therefore, the phy- 
sician the death 
asked to fill out a questionnaire, giving in de- 
tail all the information he has on the case. 
This studied and 
compiled, which we believe will give us some- 
thing definite to work on. Reports upon the 
progress of this survey will be made from 
time to time in the Journal. 

All the County Societies have been notified 
that such a survey is in progress. 

Copy of the questionnaire will be furnished 


who signs certificate is 


information is statistics 


on request. 
Respectfully submitted, 
Homer L. PEArson, Chairman 
Committee on Maternal Welfare 
Lutruer W. HoLtoway, Chairman 
Committee on Child Health 


Motion to adopt the above report seconded 
and carried. 

The following report of the Advisory Com- 
mittee to the Woman’s Auxiliary was read 
by Dr. Gordon Ira, Chairman: 


REPORT OF THE ADVISORY COMMITTEE 
TO THE WOMAN’S AUXILIARY 

The Advisory Committee met with Mrs. 5. 
M. Copeland, President of the Auxiliary, and 
her board, in July, at Orlando. As a result of 
the meeting, the following charge was sent to 
each county auxiliary by our President, Dr. 
Edward Jelks : 


Dear Auxiliary Members: 


The Woman's Auxiliary to the American Medical 
Association has made itself very delinitely known in 
parts of the United States. We teel that the Florida 


Auxiliary has not ceased to grow and in handing you 
the following charges for the coming year, I trust that 
they will, by unifying your work, enable you to continue 
your growth. 

A new charge, and the one activity to be stressed 
this year, concerns an all-day health institute. The pos- 
sibilities of distributing health information at this all- 
day meeting are large and the success with which it 
meets will depend upon the enthusiasm with which it 
is put on. 

CHARGES 


1. Health Institute: To be an all-day meeting of 
all women’s organizations of the county, where numer- 
ous short talks on different health topics are to be given 
by recognized authorities. Further specific suggestions 
may be obtained from your president or program chair- 
man. 

2. Cooperate with the cancer program, under the 
direction of Mrs. Ralston Wells. 
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3. Allow two minutes at each meeting for the pre- 
sentation of Hygeia information. 
4. Endeavor to see that the American Medical Asso- 


ciation broadcasts of health dramas are secured by your 


station. 
5. Urge attendance at the 
ventions. 
Wishing for you a very successful year, I am 
Very respectfully, 
Epwarp Jecks, M. D., President 
Florida Medical Association 


State and National con- 


Probably the outstanding accomplishment 
this year was the Health Institute, which was 
copied after the Philadelphia .\uxiliary, hay- 
ing had them in Philadelphia for a number of 
Some of the institutes in Florida have 
The talks 


years. 
been exceptionally well attended. 
have been received with enthusiasm by the 
laity and undoubtedly a great deal of 
In some of our cities 


pa od 
has been accomplished. 
it undoubtedly will become a permanent insti- 
tution. 
Respectfully submitted, 
Gorpvon H. Ira, Chairman 
J. L. CHALKER 
JoserpuH Hatton 
L. C. INGRAM 
\. C. RosBerts 
A. L. WALTERS 
It was moved, seconded and carried that the 
above report be adopted. 
The following report of delegates to the 
American Medical Association was read by 


title except for the final paragraph by Dr. 
Meredith Mallory : 
REPORT OF DELEGATES TO A. M.A. 
The 88th Annual Session of the \meri- 


can Medical Association held at .\tlantic City, 
N. J., June 7-11, 1937 was the largest meeting 
ever held by this body. Being held near to 
so many centers of medicine and in .\merica’s 
most famous resort city 9,764 were registered 
—60 from Fiorida, 

The House of Delegates was in session 
more than at any time for many years. .\ 
special meeting was held for a talk by U. 
S. Senator J. Hamilton Lewis of Illinois. To 
sum his speech up briefly, he said that there 
was to be a new order of things in this coun- 
try and the medical profession would have to 
The members were no 


become part of it. 
longer individualists but would become offi- 
cers of the U. S. Government. 

The most important resolution was_ pre- 
sented by Dr. S. G. Kopetsky of New York, 
which was as follows: 
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li hereas, the house of delegates of the Medical Society 
of the State of New York in annual session at 
Rochester, 1937, adopted certain resolutions 
carried instructions to its delegation to the House of 
Delegates of the American Medical Association; and 

I hereas, these resolutions concern the following prin- 
ciples and proposals anent the development of a na- 
tional health program and the special circumstances 
under which the delivery of a high quality medical 
care to the American people may be evolved under 
conditions within the framework of adopted policy 
of the American Medical Association; and 

Il hereas, these principles and proposals are as follows: 

PRINCIPLES 
1. That the health of the people is a direct concern 

of government, and a national public health policy di- 

rected toward all groups of the population should be 


formulated. 
(a) In the formulation of such policy the opinions 
and suggestions of organized medicine should be given 


which 


preference. 

(b) That the House of Deiegates of the American 
Medical Association create a group which shall formu- 
late the principles and proposals of a National health 
policy to be submitted to the government. 

2. That adequate medical care is an essential ele- 
ment of public health and local, state and federal gov- 
ernments need to supplement present efforts of the med- 
ical profession to provide it. 

(a) That the House of Delegates of the American 
Medical Association establish a working definition of 
the term “adequate medical care” suitable for the pur- 
pose of discussing national legislation and social legis- 
lation. 

3. That the problem of economic need and the prob- 
lem of providing adequate medical care are not identi- 
cal and may require different approaches for their 
solution. 

(a) Principle 3 implies that the problem of providing 
the individual with the means of securing medical care 
—that is, the economic needs—and the problem of dis- 
tributing medical services are not identical; that these 
problems of economic needs should be approached sep- 
arately from those of distributing medical services to 
the people. 

PROPOSALS 

1. That the first necessary step toward the realiza- 
tion of the above principles is to minimize the risk of 
illness by increasing preventive efforts through exten- 
sion of public health services, federal, state and local. 

(a) That the extension of federal, state and local 
preventive health measures is approved, provided it 
meets the needs of a given situation in the opinion of 
the medical profession in the locality affected and pro- 
vided it integrates to the greatest possible extent the 
private practitioner of medicine in the development of 
preventive health services. 

That the immediate problem is provision of ade- 
quate medical care for the medical indigent, the costs 
to be met from public funds. 

3. That public funds should be made available for 
the support of medical education and for studies, inves- 
gations and procedures for maintaining the present 
high standard of medical practice. This support shall 
have the majority opinion of organized medicine to rec- 
ommend it. If this is not provided for, the provision 
§ adequate medical care may prove impossible. 

4. That public funds should be available for med- 
ical research as essential for high standards of practice 
in both preventive and curative medicine. 

5. That public funds should be available to hospitals 
that render services to the medically indigent and for 
laboratory diagnostic and consultive services. 

(a) With the provision that these consultive and 
laboratory diagnostic services shall be established only 
in regions where the medical profession approves the 
need for same and after consultation with the local 
medical profession in the area affected. 
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6. That in the allocation of public funds existing 
private institutions should be utilized to the largest pos- 
sible extent and receive support as long as their serv- 
ice is in accord with the above proposals. 

(a) That insofar as the allocation of funds is con- 
cerned for these institutions, they should not be made 
on a prorata population basis but should be limited 
strictly by the needs of given institutions in specified 
localities and the allocation should have the approval 
of the medical profession in the locality in which the 
institutions are located. 

(b) That in the selection of existing institutions to 
which public funds may be allocated their rating and 
their needs shall be measured by the standards of the 
Council on Medical Education and Hospitals of the 
American Medical Association; and that no public funds 
should be made available to existing institutions against 
and contrary to the majority opinion of the medical 
profession in the locality in which they exist. 

7. That the investigation and planning of the meas- 
ures proposed and their ultimate direction should be 
assigned to experts. 

(a) It being recommended that the various subdivi- 
sions of the American Medical Association, namely, its 
national, state and county components, furnish to the 
government on request lists of experts in their com- 
munities to carry out these principles and proposals. 

(b) That the word “expert” is taken to mean a man 
especially qualified by experience in his specific field. 
Nominations of these experts should be by units of 
organized medicine. The nominations and recommenda- 
tions by organized medicine should be given preferen- 
tial consideration by government in making its selection. 

8. That the adequate administration and supervision 
of the health functions of the government, as implied in 
the above proposals necessitates in our opinion, a 
functional consolidation of all federal health and med- 
ical activities under a separate department. 

9. That we who subscribe to the above principles, 
proposals and recommendations hold the view that com- 
pulsory health insurance does not offer a satisfactory 
solution on the basis of these principles and proposals 
and repeat our objections to its enactment in this coun- 
try; therefore be it 
RESOLVED, that the House of Delegates of the 

American Medical Association endorse the principles, 

proposals and recommendations just cited, and be it 

further 

RESOLVED, that the House of Delegates authorize 
the formation of a committee which shall, in con- 
formity to the above, formulate a national health pol- 
icy for submission to the government, and further be 
empowered to confer with government agencies and 
also with any other medical groups so that differ- 
ences in conception, definition of terms and applica- 
bility of principles and procedures may be ironed out 
in conference regarding those matters in the above 
principles and proposals which are of national scope 
and to the end that they may be enacted. 


This created considerable discussion both in 
the House and in the reference committee. 
The House of Delegates disposed of this in 
the following manner 


1. Your reference committee has carefully consid- 
ered the Resolutions on the Development of a National 
Health Program, introduced by Dr. Samuel J. Kopet- 
zky in behalf of the New York delegation, and has held 
hearings at which the details of the principles and pro- 
posals were freely discussed. 

The Board of Trustees has already reported to this 
House of Delegates its considered opinion pertaining to 
the reorganization, in one consolidated department, of 


the activities of the federal government having to do 
with the promotion of health and the prevention of 
Copies of this statement, 


disease. as printed in The 
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Journal and in the handbook of the House of Delegates 
were transmitted to the President of the United States 
and to others in official position in Washington, and 
the attention of constituent state medical associations 
was especially called to the action of the Board, as fol- 
lows: “Recognizing that committees of the Senate and 
of the House of Representatives of the United States 
Government and a special committee appointed by the 
President are at this time concerning themselves with 
the reorganization of government activities with a view 
to greater efficiency and economy, and recognizing also 
that the President, in his opening address to Congress, 
indicated that he would shortly present to the Congress 
recommendations for such reorganizations of govern 
mental activities in the executive branches, and _ rec- 
ognizing moreover the great desirability that all activi- 
ties of the federal government having to do with the 
promotion of health and the prevention of disease might 
with advantage be consolidated in a single department 
which would not however be subservient to any chari- 
table, conservatory or other governmental interest. It 
has been repeatedly said that public health work is the 
first problem of the state. It is the opinion of the Board 
of Trustees that health activities of the government, ex- 
cept those concerned with the military establishments, 
should not be subservient to any other departmental 
interests. This reorganization and consolidation of med- 
ical departments need not under present circumstances 
involve any expansion or extension of governmental 
health activities but should serve actually to consolidate 
and thus to eliminate such duplications as exist. It is 
also the view of the Board of Trustees that the super 
vision and direction of such medical or health depart- 
ment should be in the hands of a competently trained 
physician, experienced in executive administration.” 

Since the House of Delegates during this session has 
already approved this action of the Board of Trustees, 
your reference committee deems it unnecessary to sub- 
mit for your consideration that portion of the resolu- 
tions which deals with this subject. 

Your reference committee recognizes that certain 
principles stated in the resolutions presented by Dr. 
Kopetzky have been considered by the House of Dele- 
gates on previous occasions and are matters of record. 
These include for example, the recognition of the pri- 
nary importance of public health, the opposition to com- 
pulsory sickness insurance and the separation of the 
problem on economic need and the distribution of med- 
ical service. 

The Board of Trustees has given careful considera- 
tion to the extension of medical service to the indig- 
ent, as indicated in the following statement, which was 
contained in the report of the Board of Trustees which 
was approved by this House during its session June 8, 
1937: 

“In the past, the medical profession has always been 
willing to give to its utmost for the care of those unable 
to pay. The available evidence indicates that today 
throughout the United States the indigent are being 
given a high quality of medical care and medical serv- 
ice. Nevertheless, the advances of medical science have 
reated situations in which a group of the population 
neither wholly indigent nor competent financially find 
themselves under some circumstances unable to meet 
the costs of unusual medical procedures. The Board of 
Trustees of the American Medical Association points 
out the willingness of the medical profession to do its 
utmost today, as in the past, to provide adequate med- 
ical service for all those unable to pay either in whole 
or in part. Members of the medical profession, locally 
and in the various states, are ready and willing to con- 
sider with other agencies ways and means of meeting 
the problems of providing medical service and not able 
to meet the full cost thereof. These are problems for 
local and state consideration primarily rather than 
problems of federal responsibility. The willingness of 
the medical profession to adjust its services so as to 
provide adequate medical care for all the people does 
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not constitute in any sense of the word an endorsement 
of health insurance, either voluntary or involuntary, as 
a means of meeting the situation.” 

The American Medical Association is cognizant of 
the medical needs of the people of the United States 
interested in all plans for providing 


and is genuinely 
The records, reports, 


and distributing medical care. 
source material and experience of the Association are 
of great value. They are at the service of agencies 
contemplating the development and operation of plans 
for medical care. These factual data, source material 
and experience are readily available for use in promot- 
ing and protecting the health of the American people. 

Your reference committee recommends that the 
bureaus, councils and committees of the Association con- 
tinue their studies of the need for the methods of dis- 
distributing medical care, to the end that the American 
Medical Association shall continue to do everything 
possible to promote and to protect the health of the 
American people. 

The American Medical Association reaffirms its will- 
ingness on receipt of direct request to cooperate with 
any governmental or other qualified agency and to make 
available the information, observations and results of 
investigations together with any facilities of the Asso- 
ciation. 

In regard to giving hospitalization insur- 
ance it was recommended that the contract 
benefit be limited to room, bed, board. ordi- 
nary nursing facilities and routine medicines. 

The terms “free choice of physicians” as 
applied to contract practice was amended to 
mean “that degree of freedom in choosing a 
physician which can be exercised under usual 
conditions of employment between patient and 
physician when no third party has a valid 
interest or intervenes. TVhe interjection of 
the third party who has a valid interest or who 
intervenes does not per se cause a contract to 
be unethical.” A “valid interest’ is one where, 
by law or necessity, a third party is legally 
responsible either for cost of care or for in- 
demnity. “Intervention” is the voluntary as- 
sumption of partial or full financial responsi- 
bility for medical care. Intervention shall not 
proscribe endeavor by component or constit- 
uent medical societies to maintain high qual- 
ity of service rendered by members serving 
under approved sickness service agreements 
between such societies and governmental 
boards or bureaus and approved by the respec- 
tive societies. 

The House of Delegates passed a resolution 
pledging the support of the A. M. A. to any 
movement looking toward the promotion of 
sound and effective legislation, federal and 
state, for the protection of the public against 
fraud and deception in the manufacture, dis- 


tribution and sale of foods. drugs, prophy- 
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lactic, diagnostic and therapeutic devices and 
cosmetics. 

Two definitely new procedures were adopt- 
ed by the House of Delegates. A resolution 
Was passed recommending its development of 
a distinguished service medal with citation to 
be presented each year at the close of the an- 
nual session to a physician who has rendered 
such service for the advancement of the Art 
and Science of Medicine. A resolution was 
also adopted providing for the selection of a 
meeting place three vears beyond the time of 
selection. There were many reasons for this 
change, but the most important was the fact 
that the meetings of the .\. M. A. have grown 
so large that there are but few cities in the 
United States which can accommodate them 
satisfactorily. 

The General Scientific meetings command- 
More than 300 


papers were read in the scientific sessions. 


ed tremendous audiences. 

The Scientific Exhibit has come to repre- 
sent what is probably the most noteworthy of 
the many extraordinary features of the annual 
sessions. 

While not a report of the Proceedings of the 
House of Delegates it is our desire to call 
attention to an ‘éditorial in the Journal of the 
American Medical Association of October 16, 
1937, and also to various activities of the so- 
called Committee of +30 including the address 
of Doctor Means before the -\merican College 
of Physicians. 

In conclusion we would like to recommend 
that this annual report be divided into two 
parts. (1) A report to the Executive Com- 
mittee of the Florida Medical .\ssociation as to 
the proceedings, which report shall be macle as 
soon as convenient after the A.M... meeting: 
(2) a report to the House of Delegates of the 
Florida Medical Association merely showing 
the attendance of your delegates at the session. 
This is advised because very few, if any, are 
interested in hearing this report and if there 
is anything worthy of reporting it should not 
Wait a year before receiving action. 

Respectfully submitted, 
MerepirH MAL Lory, M. D. 
H. L. Bryans, M. D. 
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Doctor Day : 

“T believe that Dr. Mallory’s recommenda- 
tion is a fine one.”’ 

Motion by Doctor Day that the recommen- 
dation contained in Doctor Mallory’s report 
be adopted. 

Motion seconded and carried. 

Report of Delegates to A. M. A. adopted. 
Doctor Jelks ; 

“T wish to express the appreciation of the 
Association to the men on these committees 
for the good work they have done during the 
past year.” 

The next order being the presentation of 
new business, the following resolution was 
read by Dr. John R. Boling: 

(See second meeting for resolution on Gen- 
eral Advisory Board of Past Presidents). 

Resolution held over for final action for 
twenty-four hours. 

Motion by Doctor Summerlin that every 
member be assessed $5.00. 

On motion in the second meeting of the 
House of Delegates, the discussion was strick- 
en from the records. 

Doctor Jelks: 

“It seems to the Chair that this is a very 
important thing and one which should not be 
voted on in a hurry. Not a man here but 
who wants the Association to have what it 
needs to get legislation through in a proper 
manner. Unless vou overrule the Chair, the 
Chair rules that this will be carried over or 
postponed until the meeting of the House of 
Delegates tomorrow, when we will take this 
question up and decide it.” 

There being no further business to come be- 
fore the meeting, on motion duly seconded 
and carried, the meeting adjourned. 


FIRST GENERAL SESSION 

The Sixty-fifth annual meeting of the Flor- 
ida Medical Association was called to order 
at 1:30 p. m. Monday, May 9 in the Assembly 
Room of the Columbus Hotel, Miami, by 
President Edward Jelks. 

Invocation by Dr. R. Z. Tyler, Pastor Trin- 
ity M. E. Church, South, Miami. 

In the absence of the Mayor, Mr. Alvin E. 
Fuller, City Manager, gave the address of 
welcome. 

Dr. Arthur H. President Dade 


Weiland, 
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County Medical Society, also delivered an ad- 
dress of welcome. 

The following report of our delegates to the 
Georgia Medical Association Convention was 
read by Dr. Holden: 

REPORT OF DELEGATES TO THE 1937 MEETING 
MEDICAL ASSOCIATION OF GEORGIA 

The meeting was held in Macon, Georgia 
May 11 to 14, 1937, inclusive. 

The first day, Tuesday, May 11, all the 
time was taken up with the meeting of the 
House of Delegates at which the reports of 
the various officers and committees were 
made. 

Your representatives listened to many of 
these reports and were greatly impressed with 
the constructive work which they represented. 
While all the reports were interesting, of 
especial importance to us were the reports of 
the Cancer Commission by Dr. J. L. Camp- 
bell of Atlanta, Chairman; the Committee on 
Medical Economics by Dr. J. E. Paullin of 
Atlanta, Chairman; and the Committee ap- 
pointed for the Study of Maternal Mortality 
and.Infant Deaths, Dr. H. A. Sharpley, Sa- 
vannah, Chairman. 

Doctor Campbell reported the completion 
of a most constructive program for cancer 
control which the State of Georgia had just 
put into commission. 

The reports of Drs, Paullin and Sharpley 
showed an enormous amount of work in stud- 
ying conditions throughout, the State, espe- 
cially in the rural districts... Both of these re- 
ports gave a rather startling picture of the 
status of medical care in many of the rural 
districts. 

The regular meeting of the Association 
opened on May 12, 1937, at 9 a. m. in the 
Macon Municipal Auditorium. 

And here we may add that we Floridians 
envied the State of Georgia very much in hav- 
ing such an auditorium with space to accom- 
modate a large gathering, and incidental facil- 
ities sufficient to take care of various allied 
interests. We felt that if we had similar build- 
ings in our own State, we would be in better 
position to solicit meetings from various na- 
tional organizations which, on account of lack 
of such facilities, we cannot at present consci- 
entiously invite to our State. 

On Wednesday morning the meeting-was 
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opened at 8 o'clock, the first ceremony being 
the presentation of the President’s key to Dr. 
Minchew of Waycross, President of the As- 
sociation. 

A series of interesting papers by members 
of the Georgia Association followed and at 
11:20 Doctor Upham, President-elect of the 
A. M. A., gave his interesting illustrated talk 
on heart disease in middle life. Doctor Abt 
of Northwestern University, Chicago, fol- 
lowed with an address on Vitamins in Infant 
Nutrition. 

\Wednesday afternoon was devoted to the 
reading of papers while Wednesday evening 
was taken up by addresses by invited guests, 
Doctor Craig of Tulane, Doctor McClure of 
Detroit, and Dr. Olin West, Secretary of the 
American Medical -\ssociation. These were 
all valuable, especially the address of Doctor 
West which took up many interesting points 
in medical economics. 

On Thursday, both morning and afternoon 
were devoted to reading of papers by mem- 
bers of the Association. They were all good, 
many of them extremely instructive, but it is 
manifestly impossible to make further com- 
ment. 

Thursday noon, the President, Doctor Min- 
chew, delivered his address upon “The Re- 
sponsibility of the Layman in a Public Health 
Program.” This was followed by memorial 
exercises for deceased members which was 
conducted by Doctor Mooney of Statesboro, 
Necrologist of the Association. 

On Thursday evening a buffet supper and 
floor show at the Idle Hour Club, with Dr. 
Charles H. Richardson as Master of Cere- 
monies, was one of the outstanding features 
of the meeting and it was most thoroughly en- 
joyed by your representatives. 

The early part of the next day, Friday, was 
devoted to reading of excellent papers, while 
at twelve noon the election of officers took 
Dr. Grady Coker of Canton, Georgia, 


place. 
This was very 


was elected President-elect. 
popular, not only with the Georgia members, 
but also with your delegates. Doctor Coker is 
well known to many of us in this State who 
admire him for his professional activities and 
love him on account of his genial personality. 

In conclusion, we would say that we were 
received at this meeting with the utmost cor- 
diality. Nothing was left undone by the As- 
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sociation and its individual members which 
would tend to make our visit a pleasant and 
a happy one, and we do hereby express 
hearty appreciation to the Medical Associa- 
tion of Georgia for the whole-hearted manner 
in which we were received. 
Respectfully submitted, 

Homer Pearson, M. D. 

Gerry R. Hoipen, M. D. 
Doctor Jelks: 

“This year, 1938, the representatives were 
Dr. Gerry Holden and Dr. Homer Pearson. | 
will ask Dr. Pearson to tell you about the 
meeting at Augusta in 1938, and then to in- 
troduce the representatives from the Georgia 
Medical Association.” 

Doctor Pearson: 

“Mr. Chairman, President, Members of the 
Florida Medical Association : 

“Doctor Holden has given you a very de- 
lightful report of the activities of the meet- 
ing at Macon, but I would like to remind you 
that my report is strictly from a fraternal 
standpoint and not so much from the scientific. 

“The meeting in Augusta was held April 
26, 27, 28, and 29, 1938, just two days of 
which I remember well. 
when I went to Savannah as a fraternal dele- 
gate from Florida, I went alone. This vear 
when I went to Augusta Doctor Holden and 
The reports have been so gratifying 


Three years ago 


I went. 
that when we started to Augusta there were 
six, and if I have been informed correctly the 
next meeting of the Georgia Medical Associ- 
ation will be in Atlanta and they will probably 
have to reserve the facilities of one of the ho- 
tels to accommodate the representatives from 
Florida next year. 

“The first day of the convention was spent 
by vour delegates in getting to -\ugusta, or 
most of it. That afternoon we were all very 
tired and very desirous of some refreshments 
and we were very cordially invited to attend 
the “Tea’ given by the President of the Geor- 
gia Medical Association. We went over and 
after we partook of the ‘tea’ we all felt a great 
deal better. It was most gratifying to me that 
it was such excellent headache remedy. Some 
of the men will remember that I arrived in 
Augusta with a very special headache but this 
did not last long after the ‘tea’, and then I 
spent most of the afternoon with some of the 
others in trying to collect funds for the dele- 
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gation. How successful that was we need not 
mention at this time. All in all, we might say 
that the visit to Georgia was most delightful 
and I want to put in my bid at this time for 
reappointment to the convention in Atlanta. 

“We are very glad indeed to have with us 
this afternoon as a representative of the Geor- 
gia Medical Association, Dr, Arthur G. Fort, 
who is not a stranger. I cannot remember 
when he was not either a member of this As- 
sociation or a fraternal delegate. It is with 
great pleasure that I introduce to you Dr. 
Arthur G. Fort, of Atlanta, who in turn will 
introduce to you the other Delegates from 
Georgia.” 

Doctor Fort then introduced Dr. T. C. Dav- 
idson of Atlanta, and Dr. Charles Andrews of 
Canton, the other delegates from Georgia. 

Mr. C. P. Loranz, Secretary-Manager, 
Southern Medical Association was introduced 
by President Jelks. 

President Jelks made the usual announce- 
ments and called attention to some of the spe- 
cial features of the convention that had been 
prepared for doctors and guests. 

There being no further business to come 
before the meeting, on motion duly seconded 
and carried, the meeting ac. journed. 


FIRST SCIENTIFIC ASSEMBLY 

The Scientific Assembly convened at 2:30 
p.m. Monday, May 9, in the Assembly room 
of the Columbus, Hotel, with Dr. Leigh F. 
Robinson presiding. 

The following papers were read and dis- 
cussed : 

1. “Preoperative and Postoperative Care 
in Intestinal Obstruction,’ Dr. Harrison A. 
Walker, Miami Beach. 

2. “Quinine Blindness in Children,” Dr. 
Luther W. Holloway, Jacksonville. 

3. Dr. Carol C. Webb of Pensacola was 
unable to be present to read his paper on 
“Hand Infections.” 

4. “Frequent Causes of Prolonged Disa- 
bility in Fracture Treatment”’ (lantern slides), 
Dr. M. Paul Travers, Miami. 


SECOND SCIENTIFIC ASSEMBLY 


The Second Scientific Assembly was held 
Tuesday, May 10, 9:00 a. m., Dr. R. H. 
Knowlton presiding. 
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The following papers were read and dis- 


cussed : 

5. “Insulin Shock Therapy,” Dr. A. L. 
Huskey, Chattahoochee. (Read by title 
only. ) 


6. “The Relationship of Carcinoma of 
the Larynx to Precancerous Lesions,” (lan- 
tern slides), Dr. R. E. Repass and Dr. C. S. 
McLemore, Miami Beach. 

7. “Management of Sinusitis’ (lantern 
slides), Dr. Orville N. Nelson, Bay Pines. 


SECOND GENERAL SESSION 

The Second General Session of the Florida 
Medical Association was called to order at 
11 a. m., Tuesday May 10, 1938 in the As- 
sembly Room of the Columbus Hotel. 

President Jelks in the Chair. 

Doctor Jelks: 

“The medical meetings of the Florida 
Medical Association are always helped by the 
cooperation or through the cooperation of 
the commercial exhibitors. These gentlemen 
come down and pay to our organization cer- 
tain monies which are used to carry on the 
meeting. They have as you know a series of 
very fine exhibits, and I hope that you will 
take time to go up and visit these gentlemen. 
They represent various commercial houses 
throughout the country.” 

First order of business, reports of officers 
and committees. 

The following combined report of Secre- 
tary-Treasurer-Editor, and Managing Direc- 
tor, was read by Dr. Shaler Richardson: 


REPORT OF SECRETARY, TREASURER, EDITOR OF 
Ti1E JOURNAL, DR. SHALER RICHARDSON, AND 
MANAGING DIRECTOR, DR. STEWART THOMPSON 
To the President and Members of the Florida 

Medical Association in Session at Miami, 

Florida: 

We are happy to report that the finances 
of your Association are in much better con- 
dition than was estimated last year when the 
decision was made by this body on recommen- 
dation of the Executive Committee, to engage 
the services of a full-time managing director. 
It was estimated that the Association’s in- 
come would be $1,787.25 short of what would 
be needed to carry on the work throughout 


the vear. Through special efforts in an en- 
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larged program, there was a slight increase in 
finances, instead of the anticipated deficit. The 
financial statements show $889.06, disburse- 
ments over income. This, however, is offset 
by the sale of Medical Directories, amounting 
to $557.00, which were delivered but not paid 
for at the time the books were closed; and the 
purchase of addressograph equipment amount- 
ing to $430.67, which was authorized the pre- 
vious year but paid for during this year. With 
the exception of these two items, all outstand- 
ing obligations for the year are paid, with a 
balance left over of $98.61. 

Your officers have struggled diligently to 
increase the revenue in order that the en- 
larged program and greater service to the doc- 
tors might be carried on without additional 
expense to the members, and that the savings 
of the .\ssociation might be left untouched. 
Additional revenue was secured by increasing 
The increase 
/ Sub- 


the advertising in the Journal. 
in advertising amounted to $1,325.73. 
scriptions to the Journal and sale of individual 
Journals amounted to $77.30. The increase 
in dues collected over the previous year was 
$1,967.50 ‘The sale of the Medical Directory 
paid for its printing cost, leaving a nice bal- 
ance as profit. In addition, it paid for one 
free copy for each member of the Association, 

Your secretary attended five of the six med- 
ical district meetings and outlined the work 
of the .\ssociation as being carried on from 
the headquarters office. Your managing di- 
rector made two trips to each medical district 
during the year and visited secretaries of all 
county societies, and, in addition, officers, 
councilors and as many individual members as 
possible. The councilors and their chairman, 
Dr. W. MeL. Shaw, through these six annual 
medical district meetings, made it possible for 
the ofhcers of your Association to personally 
meet a large portion of the membership. A 
printed program was sent to every member in 
each district The six annual meetings were 
held in the same manner as the .\ssociation’s 
annual convention, Full details were published 
im the Journal and are shown in the annual 


report of the Council. 

The circulation of the Journal has increased 
steadily and at the present time 1,525 Jour- 
The publication 


nals are printed each month 
of a 1938 Medical Directory for Florida was 
authorized by the Executive Committee at the 
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time of the Pre-convention meeting in Tampa 
last January. There were 2,500 copies printed 
and there are less than 50 left. Every mail 
for weeks has included orders for five or more 
The orders are arriving from 
insurance 


Directories. 
registered drug stores, lawyers, 
companies, funeral directors and advertisers 
in the Journal. The State Board of Health pur- 
chased at a discount of 50%, enough copies 
for all licensed doctors who are not members 
of the Association. It is quite possible that a 
second run of this Directory will have to be 
printed. 

During the yvear 4,241 letters and 1,559 
other pieces of mail were received. Going out 
from your office 14,723 letters, 
2,000 Medical Directories and 1,991 
ages; and 23,326 sheets were mimeographed. 

On November 19 and 20 your managing 
director attended the meetings of the secretar- 
state medical societies and editors of 


were over 


pack- 


les of 
medical journals at the headquarters of the 
A. M. A. in Chicago. 
paid by the A. M. A. 


information was gleaned at these two meeting's 


His expensese were 
Considerable valuable 


by personal contact with officers from other 
state medical societies, as well as by visiting 
the various departments of the .\. M. A. and 
from a special meeting the last day, of business 
managers, in making plans for increasing ad- 
Mr. Will C. 


Braun, business manager of the A. M. .\. pre- 


vertisements in the Journal. 


sided at this meeting. 

It is not possible in the brief time allotted for 
this report, to adequately outline and explain 
the work and plans carried on at your head- 
quarters office. \We feel that there has been 
more accomplished during the past year for 
the doctors in Florida than in any previous 
vear. The present membership is 1,236, as 
shown on exhibit “D”, and represents the 
highest membership record for any year in the 
history of organized medicine in Florida. 

The books and records of the .\ssociation 
are open to our members and we will be glad 
to answer inquiries of any nature. The books 
have been audited by Ford and Colley and a 
certification thereof is incorporated in_ the 
statements which follow. 

Respectfully submitted, 
SHALER RicHarpson, M. D. 
STEWART THompson, D. P. H. 
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Cash in Bank, March 23, 1937 $22,711.36 
. : Dues Collected (Exhibit “D”) $12,185.00 
. = een fe , ‘ L it o1Z, : 
} Dr. Shaler A. Richardson, Earnings from Advertising 
‘Treasurer, ( Exhibit “= ) ; 4,344.07 
oe ; — Subscription and Misc. Sale 
Florida Medical Association, Inc. of Jrnl. and Directory 81.30 
re ‘tle. Florid Bonus from Cooperative Medical 
Jacks: MVIneE, orida. Adv. Bureau 272.50 
Interest on Savings and 
oo Investment 695.33 
car oir. Reprints — Non-Members 4.38 
: : Earnings—Technical Exhibits 
We have examined the attached statements (Exhibit “C”) 1,672.75 19,255.33 
of Cash Receipts and Disbursements of Flor- bs aaa — 
; : greg ‘ Total Cash to be Accounted for $41,966.69 
ida Medical Association, Incorporated, for 
the period begun March 23, 1937, and ended sicaatamaateia 
: = General Fund Expenses 
April 20, 1938. These statements have been “Evia An) $ 8679.35 
prepared by Dr. S. G. Thompson, Managing Journal and Directory Expenses 
: ° — : : (Exhibit “B’’) 8,209.03 
Director of the .\ssociation and the Florida Fechaleal Hetliit Exeonccs 
Medical Journal and correctly reflect the cash (Exhibit “C”) $407.33 
| 5 ania ay To Exbeseieing Socie 720.10 1,127.43 
transactions for the period stated as shown 1° Fntertainin ae —_ 4,127.43 
by the books of account. Committee Expenses 
(Exhibit “A’’) 1,454.22 
We have checked the additions of the cash Furniture, Fixtures & Equipment — 613.88 
: Library 50.80 
record and have compared the disbursements Federal Tax 968 20,144.39 
as entered in the cash journal with the can- Pag = 
J : Jalance in Bank, April 20, 1938 $21,822.30 
celled checks returned by the bank. \We have 
checked the recorded collections to the bank EXHIBIT “A” 
posits. \Ve have reconciled the bank check- ’ BO eae hoe are eee 
deposits e reconciled the iene CASH STATEMENT—GENERAL FUND 
ing account and have obtained the written cou- ns 
Nick : : March 23, 1937 through April 20, 1938 
firmation of the bank as to the balance at the 
— 
i : 3 Receipts 
close of the period, We have checked the ili 
il ales ewer re Cash as per last audit $21,505.01 
general ledger postings and have verihec Sen- Back dues collected 
eral ledger additions. We have obtained the —, (Exhibit “D") $ 2,785.00 
. : 3 ‘ Current Dues Collected 
written confirmations of the banks as to the (Exhibit “D”) 9400.00  12.185.00 
© m4 Oo . y* ts 7” —— —_ 
savings accounts, Interest on Savings and 
ia d aa iii —— . Investment 695.33 
As we do not Nave access to the records Of — From Exhibit Fund 1,751.67 
the various County Societies for the purpose a a ai ra 
; : ,  . ae . otal Cash to be Accounted for $36,137.01 
j of checking the remittances of dues, attention 
is directed to Exhibit “D", which gives de- ae 
. . Postage and Supplies $ 514.18 
t< ‘ \ vo an 7 y ‘ 
tails as to this matter. Telephone and Telegraph 160.64 
? ‘ , ain ' Salaries 6,600.00 
Income from Journal advertising was veri- Convention Expense 34.75 
» ; F — ee ones z 
fied substantially by comparison with a state- raveling Expense 619.05 
; - ane ' : ; Legal Counsel 108.33 
ment of contracts with advertisers furnished Auditing Expense 12.50 
I 
= Othce Rent 195.00 
- sa Towel Service 16.05 
Ry . = ; Messenger Service 7.10 
The ten United States Bonds, par value Bond of Treasurer 18.75 
$1,000.00 each, were verified by us with the Express, Freight & Dray 5H 
: ne , . ; : Reprints, Constitution and 
“antic Nationa rAnK O acksoOnville, Lt lor- »V-Laws 39.70 
\tlantic National Bank of Jacl lle, By-I 39.7 
ida Past President's Buttons 26.00 
° Repair Furniture, Clean 
Yours very truly, and Repair Typewrit- 


‘ _ ers, Adding Machines, 
orp & COLLEY prt 24.25 
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Change partition in office 60.00 EXHIBIT “C” 
Incidental Items 46.27 CASH STATEMENT—EXHIBIT FUND 


3ank Exchange 4.58 


Transportation Expenses 





A. M. A. Delegates 137.40 
Investigation, Hospitaliza- 

tion Insurance 50.30 
Committees : 

Postgraduate Course 15.00 

Legislative 1,208.18 

Executive 16.00 

Public Relations 31.34 


Venereal Disease 48 


Council 156.26 
Scientific Program 22.61 
Misc. Committee Ex- 

pense 4.35 





Furniture, I'ixtures and 
Equipment 

Library 

Federal Tax 

To Journal and Directory Fund 
(Cost above Income) 


Cash Balance 


EXHIBIT “B” 





8,679.35 


1,454.22 


613.88 
50.80 
9.08 


3,506.78 


$14,314.71 


$21,822.30 





CASH STATEMENT—JOURNAL AND 
DIRECTORY FUND 


March 23, 1937 through April 20, 1938 


Receipts 


As per last audit 
Earnings from Advertising 


(Exhibit “E”) $ 


Subscriptions and Misc. Sale of 
Journal and Directory 
3onus from Cooperative 
Med. Adv. Bureau 
Reprints — Non-members 
From General Fund 


To be Accounted for 


Disbursements 


Postage and Supplies 
Printing and Plates 
Telephone and Telegraph 
Salaries 
Auditing Expense 
Bond of Treasurer 
Freight and Drayage 
Messenger Service 
Binding of Journals 
Reprints : 

Membership Roster 


(Feb. 1937 Jrnl.) 47.25 
1938 Med. Direct. Adv. 8.00 
Seaboard Railway Adv. 

(April 1938 Jrnl.) 6.10 


Incidental Expense 


Cash Balance 








4,344.07 


392.53 


4,990.68 


was 
hw 


saw 
_ 2 


61.35 


2.00 


$0.00 


$ 8,209.03 


8,209.03 





$ 0.00 


Cash as per last audit 


Postage and Supplies $ 
Telephone and Telegraph 9.19 
Convention Expense 

Floor Plan and Electrotype 
Sign Painting, etc. 

Printing 6.10 
Incidental 


Investment (Treasury 


Capital Account 


March 23, 1937 through April 20, 1938 


Receipts 


$ 1,206.35 


Earnings from Technical 


Exhibits 1,672.75 
Total Cash to be Accounted for $ 


Disbursements 
$ 22.53 
251.78 
27.23 
75.50 
15.00 407.33 


To Entertaining Society : 


Pinellas County Med. 
Soc. 153.00 











2,879.10 





General Fund—Accounts Receivable 
Journal—Accounts Receivable 

Furniture and Fixtures (less depreciation) 
Library 

Stationery Inventory 

Savings: Atlantic National Bank 


Sarnett National Bank 
3onds ) 1 





Dade County. Med. Soc. 567.10 720.10 

1,127.43 
To General Fund 1,751.67 2,879.10 
Cash Balance $ 0.00 

EXHIBIT “E” 
EARNINGS FROM ADVERTISING 
March 23, 1937 through April 20, 1938 

April, 1937 $ 426.74 
May 304.14 
June 269.16 
July 278.52 
August 256.33 
September 247.12 
October 302.95 
November 287.20 
December 339.48 
January, 1938 317.18 
February 548.38 
March 405.86 
April 361.01 
Total $4,344.07 

ASSETS AND LIABILITIES 

April 20, 1938 
Assets 

Cash in Bank $ 9,069.59 


2,610.00 
409.60 
821.45 
537.05 
159.12 

4,162.55 

8,590.16 

0,178.13 





$36,537.65 


Liabilities 


$36,537.65 








| 
’ 


Jour. F. M. A. 
June, 1938 
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EXHIBIT “D” 
Dues Collected March 23, 1937 Through April 20, 1938 





Name of Society Po ol 
Alachua 25 
Bay . 11 
Brevard . sil ; ; 12 
3roward ; 31 
Columbia : ; : ; 15 
Dade ; 278 
DeSoto-Hardee-Highlands .... : : 18 
Duval iit ; 159 
Escambia ; oe ; 41 
Hillsborough pammeeey 105 
Individuals . ore rere ; 4 
DRI kcdaseicwexec- scab ; 15 
Lake ; saris ahd 16 
Lee Rigel ert a a 13 
Leon-Gadsden-Liberty-W akulla-Jefferson 37 
SIE os 6.6.05 Sense be edeedaten beesikcates 4 
SIT, occas saves acasnhan su RiGtes Ode Ma werent as > 
Marion aes hibaied ieee cana ie 
Monroe .. Soiliae incabien FaaaubekweeneMeRiana 3 
Orange vssiallntade Rabari ae vonad uw ehieeas me 70 
Palm Beach : 55 
Pasco-Hernando-Citrus ! : 14 
ee : cei : 87 
Polk sire Aes 61 
Putnam ; ; 10 
St. Johns ct 10 
St. Lucie-Okeechobee-Indian River- Martin 14 
Sarasota Je a 15 
Seminole 13 
Sumter ; 5 
Taylor oe 8 
Volusia soit Iecalietidid pa 39 
Walton-Okaloosa . 6 
Washington-Holmes aay. 
Totals 1,236 


Doctor Palmer: 
“How much money have they invested, how 
much in bonds and stocks ?” 
Doctor Richardson, at the request of Doctor 
Jelks, read the consolidated cash statement. 
On motion duly seconded and carried the 
report as read was adopted unanimously. 
Report of the Executive Committee read by 
Chairman, Doctor Osincup, as follows: 


REPORT OF EXECUTIVE COMMITTEE 
To the President and Members of the Florida 

Medical Association in Session at Miami 

May 10, 1938. 

The first meeting of the Executive Com- 
mittee was held Wednesday, April 7, 1937 in 
the Vinoy Park Hotel, St. Petersburg at 2 
p.m. Action was taken to follow the present 
budget setup until the next meeting of the 
Committee. Action was taken also to author- 


No. Paid No. in 1938 Dues Back Dues 


Members Arrears Collected Collected 
17 8 $ 160.00 $ 60.00 
9 2 70.00 10.00 
12 0 110.00 60.00 
31 0 300.00 20.00 
12 3 110.00 60.00 
1&8 90 1,870.00 1,040.00 
16 2 150.00 
134 25 1,330.00 445.00 
33 8 310.00 130.00 
81 24 800.00 110.00 
0 4 
11 4 100.00 10.00 
15 1 140.00 20.00 
11 2 100.00 40.00 
16 21 150.00 60.00 
3 1 20.00 
12 1 110.00 10.00 
19 2 180.00 10.00 
0 3 
66 4 650.00 80.00 
39 16 380.00 60.00 
12 2 110.00 30.00 
86 l 840.00 110.00 
39 22 380.00 190.00 
8 2 70.00 10.00 
10 0 90.00 10.00 
14 0 130.00 10.00 
12 3 110.00 60.00 
3 0 120.00 
5 0 40.00 10.00 
6 2 50.00 10.00 
31 8 300.00 60.00 
6 0 50.00 
8 0 70.00 60.00 
975 261 $9,400.00 $ 2,785.00 
$2,785.00 Back dues coll. 


$12,185.00 Total dues coll. 


ize the managing director who is to assist the 
officers of the Association, to allot his time 
and activities by approval of the Association’s 
secretary. Dr. J. C. Vinson met with the 
Committee, representing the Committee on 
Medical Economics and proposed to set up a 
bureau for investigating indigents and bud- 
geting as an experiment in one county with 
funds furnished by some philanthropic orga- 
nization; and that this experiment would not 
place any financial obligation on the Florida 
Medical Association; that the setup and en- 
largement of this experiment for the one 
county in question would be presented to the 
Executive Committee for approval from time 
to time; and that at the end of the vear his 
committee would have material for a com- 
prehensive report by which the plan could 
be presented with a view to deciding on its 
merits. The committee approved Doctor Vin- 


son’s proposal. 
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The second meeting of the Executive Com- 
mittee was held in Orlando, June 24, 1937 at 
the Angebilt Hotel at 1:30 p.m. President 
Jelks moved that the following section be rec- 
ommended to the House of Delegates as an 
addition to the by-laws. The motion was sec- 
onded and carried: 

Chapter VII1I—Section 1—Add the follow- 
ing after the word “Journal.” in line 5: 

Any new or reinstated member accepted in- 
to the State Association shall be required to 
pay an entrance fee of $10.00 in addition to 
his first vear’s dues. (To become effective 
January 1, 1939). 

A working budget for the fiscal vear was 
adopted. A resolution was adopted by your 
committee, stating the ssociation’s unequiv- 
ocal opposition and its unwillingness to coop- 
erate in any plan that involves federal super- 
vision and control of medical practice in the 
United States. This resolution was mailed 
to the 
to Congressional representatives in Washing- 


secretaries of all state societies and 
ton and was published in the July, 1937 Jour- 
nal, 

Upon written recommendation of the ofh- 
cers of the Dade County Medical Society, 
May 9, 10 and 11, 1938 was set as the official 
time for the annual meeting of the -\ssocia- 
tion, to be held in Miami. 

On November 28, 1937 
Committee passed a resolution for guidance in 


your [Executive 
aswering inquiries regarding the attitude of 
the Association concerning hospital insurance 
policies. The resolution adopted by your com- 
mittee was published in the January, 1938 
Journal, page 399. 

Your committee again met on January 16, 
1938 at the Hillsboro Hotel in Tampa. Invita- 
tions for the next annual meeting of the State 
Association were received from the Volusia 
County Medical Society at Daytona Beach and 
the Orange County Medical Society at Orlan- 
do. Your committee recommends that the 1939 
annual meeting be held in Daytona Beach, at 
the invitation of the Volusia County Medical 
Society. .\ Scientific 
Program Committee appeared before your 


representative of the 


committee and a schedule of the program for 
the Miami meeting was adopted. Your com- 
mittee, on recommendation of Doctor Rich- 
ardson, the secretary, authorized the publica- 


tion annually of a Medical Directory for Flor- 
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ida. Since annual dues or assessments to the 
State Association are payable January 1 of 
each vear, it was decided, on motion, to drop 
the names from membership of all doctors 
who have not paid their dues by December 31 
of the current vear. On applications duly filed 
by representative county medical societies, 
the following doctors were elected to Life 
Membership in the State Association : 

William P. Adamson, Tampa 

Albert H. Freeman, Ocala 

Hubbard Gates, Bradenton 
and the following to Honorary Membership: 

Allen H. Miller, Millville 

Thomas B. Echard, St. Petersburg. 

At the various meetings of your committee, 
many routine matters were handled, which ap- 
pear in full in the official minutes on file. This 
report does not include such items, as there 
is not time for such a long report to be read. 
The cost of printing long reports containing 
routine details is an unnecessary printing ex- 
pense against the Journal. 

Respectfully submitted, 
GILBERT S. OsSINCUP, 
WititiAM M, Davis 
Henry E. PALMER 
EK. T. SELLERS 
JosEPH S. STEWART 
Wittiam C. THOMAS 
EK pWARD JELKS 


Chairman 


SHALER RICHARDSON 
Motion to adopt the Executive Committee's 
report as read, unanimously carried. 
Motion by Dr. T. A. Neal of Orlando that 
a rising vote of appreciation be accorded the 
President 
work which they have done throughout the 


and to the Committees for the good 


year. 

Motion duly seconded and carried. Rising 
vote. 

Doetor Jelks: 

“[ do appreciate this gorgeous expression 
of your appreciation and I want to say this: 
that if there ever was a year when the man 
who was in the highest office that any group 
could give him had the cooperation and had 
the effort of every member exerted to the limit, 
this year I was that man. The members of the 
‘lorida Medical Association certainly have 
taken an active part in everything your off- 
cers thought was good for the Association.” 








Jour. F. M. A. 
June, 1938 


There being no further business to come be- 
fore the meeting, it was moved, seconded and 
carried that the meeting adjourn. 





THIRD SCIENTIFIC ASSEMBLY 

The Third Scientific Assembly was held 
Tuesday, May 10, at 2:00 p. m., Dr. H. E. 
White presiding. 

The following papers were read and dis- 
cussed : 

“Diagnosis and ‘Treatment of Amebic 
Dysentery”, Dr. James L. Borland, Jackson- 
ville. 

“Presacral Nerve Resection for the Relief 
of Pelvic Pain” (motion pictures), Dr. John 
R. Boling, Tampa. 

“Disturbances of Cardiac Rhythm” (lan- 
tern slides), Dr. S. Marion Salley, Miami. 
Involutional 
ms 5, Ae 


“Prefrontal Lobotomy for 
Melancholia” 


Lyerly, Jacksonville. 


(lantern slides), 
“The Final Responsibility of Public Health 
Rests on the Medical Profession’, Dr. B. A. 


McCreary, Jacksonville. 





MEETING OF THE HOUSE 
OF DELEGATES 


The second meeting of the House of Dele- 


SECOND 


gates convened at 5:00 p. m., May 10, 1938, 
in the Bahama Room of the Columbus Hotel, 
Miami, Florida. President Jelks presided. 


The following delegates answered roll- 


call: 
DELEGATES 


Brevard County MEeEpICAL SOcIETY: 
T. C. Kenaston 

Browarp County MepicaL Society: 
G. S. McClellan 
L. F. Robinson 

CotumBiA COUNTY 
H. S. Howell 

County MeEpbicaAL Society: 

J. S. Stewart 

Walter Jones 

Homer Pearson 

Scheffel Wright 

Duncan Owens 

Herman Boughton 

Marion Salley 

H. A. Walker 

C. G. Mentzer 


Mepicat Society: 


Dapt 


DeSoto-HarprE-HiIGHLANDS CoUNTY 
MepIcaL Society: 
L. W. Martin 
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Duvat County MepicaL Society: 
J. Lunsford Boone 
L. Y. Dyrenforth 
F, J. Waas 
H. B. McEuen 
W. McL. Shaw 
G. H. Ira 
EscAMBIA CoUNTY 
J. M. Hoffman 


MepicaL Society: 


J. S. Turberville 

HIL_tsporouGH County MepIcAL Society: 
W. C. Blake 

Lee County Mepicat Society: 
H. J. Stipe 


Leon-GavspEN-LiBerty-W AKULLA-] EFFERSON 
County MeEpIcaAL Society : 
J. H. Pound 
B. A. Wilkinson 
Marion County MeEpICcAL Society: 
E. G. Peek 
ORANGE County MEDICAL SOCIETY : 
Horace A. Day 
J. R. Chappell 
Hewitt Johnston 
Patm BeacwH County 
F. K. Herpel 
V. M. Johnson 
Pasco-HERNANDO-CITRUS 
W. W. Jones 
PINELLAS COUNTY 
W. M. Davis 
A. J. Wood 
W. C. McConnell 
O. O. Feaster 
Potk County MepicaL Society: 
Geo. Carefoot 
R. L. Cline 
St. Lucte-OKEECHOBEE-I NDIAN 
County Meprca Society: 
H. D. Clark 
SEMINOLE COUNTY 
A. W. Knox 
Votusia County 
J. R. Wells 


MEpbICcAI 


SOCIETY : 


County MEDICAL SOCIETY: 


MepiIcal 


Socrety : 


RIVER- MARTIN 


MEDICAL 


Socrety : 


MepicaL Society: 
The recommendation of the Executive Com- 
mittee read at the first meeting of the House 
of Delegates relative to the payment of a reg- 
istration fee was again read as follows and 
presented for consideration : 

Suggested Addition to By-Laws—Chapter 
VIII, Section 1: 

\dd the 
in line 5: 


following after word “Journal”, 


Any new or reinstated member accepted 
into the State Association shall be required 
to pay a $10.00 Entrance Fee in addition 
to his first vear’s dues of $10.00. 
1939). 


Amendment again read to the effect that this 


(To be- 


come effective January }. 


apply except where new members are coming 
into the .\ssociation who have never practiced 
medicine before. To make it more specific— 
this assessment shall apply to only those ap- 
plicants who have completed their original in- 
terneship in the hospital not more than 18 
months prior to making application. 
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No discussion. The above amendment 
voted and lost. 

On motion duly made and seconded the 
above recommendation of the Executive Com- 
mittee was voted and adopted. 

As the next order of business the resolution 
presented by Doctor Boling at the first meet- 
ing of the House of Delegates and revised by 
Doctor Day was read as follows: 

Resolved that Chapter VII of the By-Laws 
be amended to include a section providing for 
a General Advisory Board of Past Presidents. 
That the number of Section 20 be changed to 
Section 21, and Section 21 be changed to Sec- 
tion 22. That Section 20 shall provide for 
what shall hereafter be known as the General 
Advisory Board of Past Presidents. All past 
presidents automatically become members of 
this Board. <A special seating place for them 
in a group shall be provided at all sessions of 
the House of Delegates, and they shall have 
the privilege of discussing any issue arising 
therein; but, they shall not have the power to 
vote on any question. They may be called upon 
by any committee to act in an advisory capac- 
ity, and are urged to render advice to the best 
of their ability. A meeting of the General Ad- 
visory Board of Past Presidents shall be held 
the opening day of each Annual Convention, 
after the first session of the House of Dele- 
gates, the purpose of which will be to discuss 
problems of the Association, make recommen- 
dations, and select not more than two of its 
members to present their recommendations to 
the House of Delegates at the following ses- 
sion, and elect its Chairman, Vice Chairman, 
and Secretary for the ensuing year. 

Doctor Jelks : 

“It was mentioned at the first meeting that 
they should be limited as to the number who 
spoke. They were to select their spokesman 
to state whatever they decided to bring up, to 
present their arguments on that issue.”’ 

Suggestion that privileges of the floor be 
given to one or two members of the Board 
of Past Presidents to discuss issues. 

Doctor Jelks: 

“A special seating place for them in a group, 
shall be provided at all sessions of the House 
of Delegates and through their spokesman 


THE JOURNAL OF THE FLORIDA MEDICAL ASSOCIATION 





Votume XXIV 
NuMBER 12 


they shall have the privilege or discussing any 
issue arising therein.”’ 
Doctor Ross: 

““As one of the members of the Past Presi- 
dents’ Board, we do not ask for any special 
seating place. ‘All we desire is to take under 
consideration those things which they present 
to the first meeting of the House of Delegates, 
take our vote on it and present the views of 
the past presidents on these things which are 
brought before the first meeting of the House 
of Delegates. We do not desire any special 
seating.” 

Doctor Jelks: 

“T don’t know of any organization that does 
not extend the privileges of the floor to its 
past officers.”’ 

Doctor Day: 

“As I understand it this is an organization 
This organization is al- 
lowed to discuss issues. I think the past pres- 
idents are the best stabilizing influence the 
Association has. And I think we should al- 
low them to discuss anything pertaining to the 
State Medical Association.” 

Doctor Spiers : 

“T have observed on a few occasions in the 
past where it was more or less embarrassing 
to some of the past presidents to have to be 
allowed to talk before the House of Delegates. 
In the first place it had to be voted on before 
That was 


of past presidents. 


they were allowed that privilege. 
the purpose of this suggestion by several of 
We think they should have 
more than 


the past officers. 
this privilege. There are never 
eight or ten present and they do not abuse that 
privilege. They should be allowed that priv- 
ilege without the House of Delegates being 
forced to vote on it. If there is any group of 
men in the Association which is capable of ad- 
vising it, certainly that group is the Past 
Presidents’ Board. I think this should go just 
like it is, that the past presidents be allowed 
the privileges of the floor. They don’t care 
about the right to vote. However, they are 
all still interested in organized medicine in 
Florida, and for that reason they have formed 
this Past Presidents’ Board.” 
Doctor Richardson : 

“T agree with Dr. Spiers on this for the 
reason that certainly we want to accord the 
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past presidents this privilege. In the past we 


have never denied the privileges of the floor 
to any member of this Association. If any 
member of the Association wants to bring up 
any matter at the meeting of the House of 
Delegates, the House of Delegates always 
voted for that member to have the privileges 
of the floor. This states that at the first meet- 
ing of the House of Delegates they will have 
that privilege just as any other member may 
be accorded that privilege by the House of 
Delegates. At the second meeting as it is 
worded it provides that two members of the 
Association of Past Presidents will have the 


privileges of the floor, one to represent the 


majority and one to represent the minority, 
to present the views of the past presidents and 
to express their opinions. 

I think it should stand as it is.” 

On motion duly seconded and carried the 
above resolution was unanimously adopted as 


read. 
The next order of business was reconsidera- 


tion of a resolution entitled ““The Relation of 


Physicians and Hospitals”, as follows: 


RELATION OF PHYSICIANS AND 
HOSPITALS 


At this time, when the medical profession is so much 
concerned with hospitals and insurance companies at- 
tempting to take over various phases of = practice of 
medicine, the Committee on Medical Education and 
Hospitals of the Florida State Medical Association 
moves the adoption of the following principles govern- 
ing the relation of physicians and hospitals. 

A. Community hospitals are civic enterprises, hav- 
ing a primary charitable motive, undertaken by philan- 
thropic laymen who assume the financial obligation of 
providing place, equipment and personnel, and by phil- 
anthropic physicians who assume the obligation of pro- 
viding medical care. Such a hospital is a joint enter- 
prise to render aid to ill, indigent persons; the lay sup- 
porters contributing time and money as such, the med- 
ical supporters contributing time and money in the form 
of professional service. 

B. In order to provide hospitalization for the non- 
indigent such hospitals customarily maintain accommo- 
dation for the care of full-pay patients, as well as for 
the care of partial-pay patients, who pay for this serv- 
ice according to their ability. 

C. In any of these types of hospitalization, however, 
the hospital as a corporation provides room, board, nurs- 
ing and material, beyond which it has nothing to dis- 
pose of; at this point the medical staff enters the equa- 
tion as the essential element to make the service of the 
hospital whole and effective. 

D. The staff physicians’ services are essential to the 
charitable purpose of the hospital and the acceptance of 
his appointment has a certain contract implication, viz., 
to perform gratuitously the professional service to make 
effective the hospitalization afforded gratuitously by the 
institution. A correlative implication of the contract 


THE 


should be that if the institution is recompensed for its 
service to the patient, the physician should be entitled 
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to recompense in the same proportion, for if the hos- 
pital owes it to the supporting public to make the load 
of charity as light as possible, it owes the same duty to 
its supporting staff. Otherwise the effect is that the 
lay supporters of the hospital are relieved of part of 
their burden, whereas the medical supporters bear the 
entire burden of their contribution. 

E. This contribution to the hospital enterprise is 
not offset by any advantage offered by the hospital con- 
nection to the staff physician. If it be said that the 
hospital lends prestige to the staff, it is much more true 
that the prestige of the hospital depends upon that of 
its staff. 

F. Hospitals should be made to realize that the pro- 
fession, through its central organization, the American 
Medical Association, has evolved certain principles of 
medical ethics, outlining the duties of physicians to each 
other, to the profession at large and to the general pub- 
lic; that this code is the evolution of hundreds of years’ 
experience being based on principles that are primarily 
for the good of the public in order that the profession 
can serve it most effectively. Since the profession itself 
is bound by these principles, hospital boards should 
study them carefully in order to better realize the phy- 
sicians’ viewpoint. This should enable hospitals to cor- 
relate their services more adequately to cooperate with 
the profession to render better service to the public. 
One section of the principles of medical ethics with 
which many hospital boards are apparently unacquainted 
states (Article 6, Section 4): 

“It is unprofessional for a physician to dispose of 
his professional attainment or services to any lay body, 
organization, group or individual, by whatever name 
called, or however organized, urder terms or conditions 
which permit a direct profit from the fees, salary or 
compensation received to accrue to the lay body or indi- 
vidual employing him. Such a procedure is beneath the 
dignity of professional practice, is unfair competition 
with the profession at large, is harmful alike to the 
profession of medicine and the welfare of the people, 
and is againt sound public policy.” 

G. Hospitals being corporations, their management 
and policies are the proper prerogatives of their boards 
of directors. The organization of such boards commonly 
has overlooked the fact that there are two necessary 
factors to make the institution effective, and the medical 
staff has usually not been represented. This has occa- 
sioned two undesirable results: (1) The appearance of 
policies prejudicial to the medical profession, because 
the influence and information obtainable from medical 
members has not been available; and (2) the develop- 
ment of the idea that the staff members are servants of 
the institution rather than essential partners. 

It follows that the medical profession must in- 
sist upon proper representation on the boards of hos- 
pitals, and must so realize their status as partners, 
rather than servants, that the rights of the profession 
shall be protected by such representation. 

In view of the above stated principles the following 
recommendations are made: 

1. That no hospital shall be permitted to engage in 
any form of contract practice with an individual, or 
group of individuals, for any purpose other than that 
of pure hospitalization. 

2. That no hospital shall offer, 
ical service. 

3. That in no case may a hospital charge a patient 
for other than the use of its facilities and material. No 
medical fee may be charged and retained by the hospital. 

4. That emergency and accident cases may have first 
aid only, administered at the hospital, and the physi- 
cian selected by the patient must be immediately noti- 
fied. In no case shall a patient, able to pay, be admitted 
to the service of a staff member without the request 
of the patient’s own physician, if there be one. 

5. That patients who are covered by compensation, 
health or accident insurance, cannot be considered as 
indigent. 


for a price, any med- 
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6. That none but strictly indigent patients shall be 
admitted to dispensaries. 

7. That no case, except in emergency, shall be ad- 
mitted to a dispensary without a letter from a_physi- 
cian, local priest or pastor, welfare worker or other re- 
putable citizen, to be followed by adequate investiga- 
tion by the social worker of the hospital, who shall be 
able to certify that the patient is known to be indigent. 

8. That patients who have been discharged shall not 
later be re-admitted to a dispensary, without certifica- 
tion that his present condition is the same as on his pre- 
vious admission. 

9. That, as a condition upon which members of the 
Florida State Medical Association may continue to 
serve on the staff of a hospital or dispensary the institu- 
tion shall be approved annually with regard to its fair 
practices. 


LeLanp F, Cartton, M. D., Chairman 
Joun R. CHAppPELL, M. D. 

Jou N. Moore, M. D. 

W. PAYNE, M. D. 

co B. McIver, M. D. 


Pau. B. WEtcH, M. D. 
Motion for adoption. No discussion. Mo- 
tion seconded and resolution adopted. 
Motion by Doctor Summerlin that each 


member be assessed $5.00. Motion seconded. 
Amendment to above motion: 
$5.00 that the 
$2.50 and that portion be set aside for an 
emergency = fund. Doctor Walter Jones 
moved that the motion and substitute motion 
Motion seconded and carried. 
S. MecCleilan moved that the 
from the 


Instead of 


assessinent, dues be raised 


be tabled. 

Dr. George 
secretary be instructed to 
record all discussion pertaining to the above 
Motion sec- 


remove 


motion and substitute motion. 


onded and carried. 
The following resolution was read by Dr. 


I. J. Waas: 
RESOLUTION 

Whereas, physicians are not allowed to deduct the cost 
and the upkeep of white coats used in their offices in 
the routine practice of medicine and 

Whereas, the chief counsel of the Internal Revenue 
Service of the Treasury Department has ruled in 
G. C. M. 19652 that “amounts expended by jockeys 
for purchasing and cleaning riding apparel used solely 
in the performance of their duties are deductible as 
business expenses. ” The apparel referred to con- 
sisted of trousers, jockey shirts, riding boots and 
caps. The ruling pointed out that the apparel in ques- 
tion is especially required by the jockey’s business 
and is used solely in such business. The deduction of 
the expenditures mentioned as business expenses 
is therefore held allowable inasmuch as _— such 
articles do not appear to be adaptable to general or 
continued wear to the extent that they may be said 
to replace the jockey’s regular clothing. 

And furthermore, in G. C. M. 19790 it is ruled that 
“amounts expended by baseball players for purchas- 
ing uniforms used solely in their business are deduct- 
ible as business expenses.” This conclusion is in line 
with G. C. M. 19662, supra, inasmuch as_ baseball 
player’s uniforms likewise do not fall in the cate- 
gory of clothing which is adaptable to general or 
continued wear to the extent that such uniforms may 
be said to replace regular clothing. The ruling holds 
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that baseball uniforms are analogous to theatrical 
costumes purchased and used exclusively in the pro- 
duction of a play, for which a deduction is allowable. 
Therefore, 

Be It Resolved that the Florida Medical 
instruct its secretary to appeal to said chief counsel 
of the Internal Revenue Service of the Treasury 
Department to rule on the expenditures made by phy- 
sicians for the purchase and upkeep of white coats 
used specifically by them in the practice of medicine. 
Be it further 

Resolved that copies of this request for ruling be sent 
to the senators and congressmen representing the 
State of Florida in Washington. 


Doctor Day: 

“This does not only apply 
but to everything that the physician might use 
[t represents 


Association 


to white coats, 


in the practice of his profession. 
expense that the doctor goes to and it should 
be deducted.” 


On motion duly seconded and carried, the 


above resolution was adopted. 


The following resolution was read by 
Doctor Stewart: 


wisdom has seen fit to 
beloved brother of Dr. 
faithful and 


Whereas, God in His infinite 
remove from our midst the 
Arthur H. Weiland, one of our most 
active members, and 

IWhereas, we, the members of the 
sociation in convention assembled, feel 
grief and misfortune of our comrade and 
therefore 

Be It Resolved that the Florida Medical Association 
expresses to Dr. Arthur H. Weiland and his grief- 
stricken family its sorrow in the passing last Sunday 
of his brother, Dr. Frank Weiland. 

Signed, 


Florida Medical As- 
deeply the 
friend, 


M. Row ett 
JosepH S. STEWART 


It was moved, seconded and carried that the 
above resolution be sent to Doctor Weiland, 
and made a part of this record. 

There being no further business to comme be- 
duly seconded 


meeting, on motion 


the meeting 


fore the 
and carried, adjourned. 


FOURTH SCIENTIFIC ASSEMBLY 


The Fourth Scientific Assembly was held 
Wednesday, May 11, at 9:00 a. m., Dr. Leigh 
F. Robinson presiding. 

The following papers were read and dis- 
cussed : 


13. ‘Lupus Erythematosus” (lantern slides), 
Dr. Lauren Sompayrac, Jacksonville. 

14. “Adolescent Turmoil: Agitated Depres- 
sion with Panic Reaction”, Dr. Jess V. 
Cohn, Hollywood. 

15. “Sterility”, Dr. C.D. Hoffmann, 


Orlando. 











Jour. F. M. A. 
JuNE, 1938 


THIRD GENERAL SESSION 

The General Session of the Florida Medical 
Association reconvened at 11:00 a. m., Wed- 
nesday, May 11, 1938, in the Assembly Room 
of the Columbus Hotel. 

President Jelks in the Chair. 

Meeting called to order. 

The guest speaker, Dr. J. M. T. 
Emeritus Professor of Surgery, Johns Hop- 


Finney, 


kins University, Baltimore, was introduced 
by Doctor Jelks. 
Doctor Jelks : 

‘Today you are going to listen to one of the 
truly great men in medicine. As long as 
students study medicine, as long as there is 
any medical literature, the name of this man 
You already know of his 


will be read. 


achievement in his profession. There is an- 
other side to this speaker, however, that some 
of you have not had the pleasure and inspira- 
tion of knowing. A definition once read of a 
gentleman seems to me to express very well 
the character of this man: A gentleman is a 
person with courage, kindness, generosity and 
a sense of service. \WWe who have had the good 
fortune of knowing personally this speaker, 
know that is very characteristic of him. 
“You are going to hear an address on the 
subject of “The Role of the Imponderables in 


Surgery” by Dr. J. M. T. Finney of Balti- 
more, Md. Doctor Finney lives in_ the 


thoughts of those who know him.” 

Address, “The Role of the Imponderables 
in Surgery,” by Dr. J. M. T. Finney.* 
Doctor Jelks: 

“Those of us who are here today will re- 
member for the rest of our time this occasion. 
| hope it has done something for the man or 
woman who may have had a suspicion that 
some day he or she wants to take that de- 
spondent position of a desire for death. | 
think none of us may do that because we will 
remember, before that state becomes extreme 
out, Doctor 

He certainly has 


enough for us to back what 
Finney has told us today. 
given us something to think about in handling 
our patients. However, we are at a much 
greater disadvantage than he is because so 
few of us inherited that fine sense of humor 


as do those of Irish parentage. 





*To be published in July, 1938, Journal. 
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“This is a great occasion today in the 
history of the Florida Medical Association, 
having Doctor Finney here, and we appreciate 
his coming and delivering to us that lecture.” 

Doctor Jelks then introduced Dr. T. S. 
Anderson of Live Oak, a member since 1890, 
and announced that he had been made a Life 
Member of the Association. 

There was no unfinished or new business to 
come before the meeting. 

The meeting then proceeded to the election 
of officers. 

Doctor Leigh Robinson of Ft. Lauderdale 
nominated as President-elect by Dr. Gerry 
Holden. Seconded by Doctor Peek. 

Motion by Doctor Barge that the nomina- 
tions be closed and the Secretary instructed 
to cast a unanimous ballot for Doctor 
Robinson. 

Motion seconded and carried. 

Doctor Robinson was then escorted to the 
rostrum by Doctor Holden. 

Doctor Robinson : 

‘It always makes me feel dizzy to be ele- 
vated to great heights. However, I certainly 
appreciate this honor and confidence. 

“The high standards set by the present and 
the past presidents of this Association make 
me feel very small indeed. I can only promise 
that when the time comes for me to serve you, 
I will do my very best toward carrying on 
their gC od work. 

“Thank you, Gentlemen.” 

Dr. Arthur Weiland, President of the Dade 
County Medical Society, was nominated for 
first vice president by Dr. J. C. Davis. 

Motion seconded and carried that the nom- 
inations be closed and the Secretary instructed 
to cast a unanimous ballot for Doctor Weiland. 

Doctor E. G. Peek was nominated for sec- 
ond vice president by Doctor Barge. 

Motion seconded and carried that the nom- 
inations be closed and the Secretary instructed 
to cast a unanimous ballot for Doctor Peek. 

Doctor Ralston Wells nominated for third 
vice president by Doctor Hendricks. 

Motion seconded and carried that the nom- 
inations be closed and the Secretary instructed 
to cast a unanimous ballot for Doctor Wells. 

Doctor Shaler Richardson was nominated 
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for Secretary-Treasurer and Editor of the 
Journal, by Doctor Osincup. 

Motion seconded and carried that the nom- 
inations be closed and a unanimous ballot be 
cast for Doctor Richardson. 

Doctor Spiers, President-elect, escorted to 
the chair by Doctor McKinnon. 

Doctor Spiers: “I wish to thank the mem- 
bers of the Florida Medical Association for the 
confidence placed in me, to serve as your presi- 
dent for the ensuing year. Since my election 
a year ago, every day and every hour I have 
appreciated more and more, my limitations 
and have approached the responsibility of serv- 
ing you as president, with a deep sense of in- 
adequacy. I need the help of every one of 
you. I am yours to command and desire to 
help where and whom I can, to hold fast to the 
traditions of the sound science and sensible 
practice of medicine in Florida. 

“T enlist your enthusiastic participation in 
If we stand together we 
can accomplish anything. Divided by silly 
differences, we are all sure to succumb to 


organized medicine. 


practices and policies that would modify the 
expression of the wonderful medical doctor 
of tomorrow. He is our responsibility. We 
will not fail him because our predecessors 
have paved the way for us. Since 1873 when 
the Florida Medical Association was organ- 
ized, there has always been a group of medi- 
cal doctors in this state who have carried on. 
Their problems have been as great as ours and, 
with their facilities for solving them, perhaps 
greater at times. 

“Tn assuming the duties of president, I will 
not be less active than I have been in my 
effort to promote the interests of the Associa- 
tion but will try to justify the confidence im- 
pliel in my election to this responsible 
position. 

“T like to believe that it is an inherent love 
of humanity that makes life’s goal the uni- 
versal brotherhood of man. Indeed, it might 
have been of the “Spirit of Medical Practice” 
that it was written: 

The stars may fade away 

The sun himself grow dim with age 
And nature sink in years. 

But thou shalt flourish in mortal youth 
Unhurt amidst the war of elements, 


The wreck of matter or crash of worlds. 
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“May I say again in concluding my remarks 
that I am grateful for this undeserved honor 
you have bestowed upon me. 

“So here’s to you, then, my friends and 
fellows; here’s to your business and here's to 
your legion; here’s to your wealth and your 
wisdom from one who has neither; here’s to 
your problems and perplexities from one who 
has both of his own; here’s to your trade, 
which is the making of gifts; to your art 
which is the creation of happiness; to your 
traffic, which is a traffic in affections. .\nd 
here’s to this meeting; to its aims and its 
efforts. May the hearts of our members join 
in one great friendship; join, weld, amalga- 
mate and fuse together with the same en- 
tirety and wholeness with which one atom of 
matter meets, mingles and joins with another. 

“And now you belong to me and | belong to 
you. I thank you.” 

Doctor Jelks: 

“This official gavel with 

order I very gladly turn over t 


which to keep 
) you, Di ctor 


Spiers.” 

Presentation of a special gavel for Dr. 
Jelks from Dr. Spiers: 

“T have had this gavel made of cypress, 
one of the oldest forms of tree life in Florida. 
This gavel was probably in existence at the 
time of Hippocrates. I present this to you 
here just as a token because of my sincere 
feeling for you and our relationship in the 
past. I hope that you will stick by me during 
the next year as you promised to do.” 

Presentation of Past President’s button to 
Doctor Edward Jelks by Doctor Palmer : 

“Ed, it is my privilege to present this token 
of our appreciation to you. It is something 
that you can keep and hand down to future 
generations. I want to say that you have ful- 
filled our greatest expectations and set a record 
for devotion, success and true living for the 
medical profession of your adopted State, 
and I want to tell you that you have won the 
love and admiration of every member of or- 
ganized medicine.” 

Doctor Jelks: 

“Mr. President, Doctor Palmer : 

“These two presentations I shall keep as 
mementos of two different things. The one 
I shall keep as a reminder of the fact that al- 
though this terminates a certain position with 
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this Association, still as long as I shall live it 
will be my duty and my pleasure to render any 
assistance possible as a member of the Florida 
Medical Association. nd | promise Doctor 
Spiers that this last certainly will not be put 
up Where it can't be seen until after he is 
through with his year’s work next year. 

“As to the pin, it will be worn with pride as 
a reminder of the wonderful cooperation that 
the members of this Association have rend- 
ered this year to the officers, and with also a 
feeling of much stronger affection that the re- 
tiring president has for each of you individ- 
ually than it has been possible in the past for 
him to feel because he did not know you so 
well, and he appreciates the opportunity of 
having known better each one of the members 
of the Florida Medical .\ssociation.” 

Motion by Doctor Palmer that the Secre- 
tary be instructed to return thanks to the 
Dade County Medical Association, city offi- 
cials and the management and employees of 
the Columbus Hotel, and all others who 
aided in making this meeting one of the most 
successful of the Association. Seconded by 
Doctor Robinson. Unanimously carried. 
Rising vote of appreciation by the assembly. 

Announcement by Dr. Spiers that a repre- 
sentative of the Industrial Council would 
meet with the Executive and Hospital Com- 
mittees in the Bahama Room immediately fol- 
lowing this meeting. 

There being no further business to come be- 
fore the meeting, on motion duly made, sec- 
onded and carried, the meeting adjourned, 


sine die. 





REGISTRATION 

The total registration during the Sixty-fifth 
Annual Meeting of the Florida Medical Asso- 
ciation, held in Miami, May 9, 10 and 11, was 
762; members, 482; visiting doctors, 52; ex- 
hibitors, 62; Woman's Auxiliary, 166. 

REGISTRATION LIST 
OFFICERS 


Jacksonville 
Orlando 


JELKs, Epwarp, President 
Spiers, W. Henry, President-elect 


Marr, Norvar M. First Vice-President St. Petersburg 
Burcu, R. N., Second Vice-President Miami 
RICHARDSON, SHALER, Secretary-Treasurer Jacksonville 
THompson, STEWART, Managing Director. . Jacksonville 


Anderson, Thomas S. 
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Alachua County Medical Society 
Anderson, James M. Cross City 
Andrews, Edwin H. Gainesville 
Maines, John E., Jr. Gainesville 
Murphree, W. E. Raiford 
Preston, H. F. Melrose 
Summerlin, J. L Gainesville 
Summitt, R. E. Gainesville 
Thomas, W. C. Gainesville 
Tillman, G. C. Gainesville 


Bay County Medical Society 
Adams, D. M., Jr. 


Panama City 
Brevard County Medical Society 


Melbourne 
Melbourne 


Bean, |. F. 
Benton, George H 


Hay, I. M. Melbourne 
Kenaston, T. C. Cocoa 
Page, Walter C. Cocoa 


Broward County Medical Soctety 
Blount, Robert Ft. Lauderdale 
3rown, Oliver Ft. Lauderdale 
Butler, Bruce F. Hollywood 
Camp, Miton N. Ft. Lauderdale 
Cohn, Jess V. Hollywood 
Connor, A. B. Ft. Lauderdale 
Darrow, Anna A. Ft. Lauderdale 
Elliston, Leroy B. Ft. Lauderdale 
Elliston, Robert L. Ft. Lauderdale 
Farringer, Robert H. Hollywood 
Hamner, George P. Hollywood 
Hendricks, Elliott M. Ft. Lauderdale 
Johnston, John A Ft. Lauderdale 
McClellan, George 5S. Pompano 
McMurray, James W. Ft. Lauderdale 
Peavy, Henry J. Ft. Lauderdale 
Pierce, Francis D. Ft. Lauderdale 
Robinson, Leigh F. Ft. Lauderdale 
Ft 
Ft 


oel aa) 


Sory, Curtis H. “t. Lauderdale 
Stovall, R. H. 
W .nsor, Sanford A. 


. Lauderdale 
Pompano 


Columbia County Medical Society 
Live Oak 
Jacksonville 
Lake City 


Cone, Daniel N. 
Howell, Harry S. 


Dade County Medical Society 


Adams, Charles C. Miami 
Adkins, E. H. Miami Beach 
Alberts, Irving L. Miami Beach 


Alderson, S. P. Miami 
Alexander, Julius Miami 
Alexander, Lassar Miami 
Allen, Ralph F. Miami 
Amerise, A. Dan‘el Coral Gables 
Anderson, James L. Miami 
Andrews, Laurin L. Miami 
Arango, R. J. Miami 
Aronovitz, Samuel Miami 
Saker, L. A. Miami 
Sarge, H. A. Miami 
sarge, W. J. Miami 
Black, Nelson M. Miami 


Miami Beach 


Boughton, Herman 
Miami Beach 


Branham, John C. 


Browne, Van M. Hialeah 
Brunner, E. C. Miami 
3ullard, Clifton P. Miami 


Coral Gables 
Coral Gables 


Burbacher, Charles R. 
Burch, John E. 


Carroll, B. D. Miami 
Chambers, Silas E. Miami 
Chandler, G. E Miami 


Cleveland, Jack Q. Coral Gables 
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Conger, George D. 
Coplan, M. M. 
Couric, Edmonson S. 
Cullipher, Edward W. 
Davis, H. Frank 
Day, George H. 

Dees, John..... 
Denman, Francis E. 


DeVilbiss, Lydia A......... 


Dodge, Percy L.. 
Dowlen, Otto S.... 
Dunaway, Carl E.. 
DePuis, J. G..... 
Eichert, Herbert 
Elder, Samuel F..... 
Elgin, Lee W.. 

Ellis, William H. 
Exley, David W. 
Faver, R. Marshall 
Fitzgerald, Willard L. 
Fleming, Richard M. 
Flipse, M. Jay.. 
Folsom, Charles W. 
Fox, Edward F. 


Francisco, Gladstone E. 


French, Bessie S. 
French, Elmo D. 


Frobisher, Hamilton B. 


Gammage, Tom R. 
Garrard, Hi. F.... 
Goodson, W. M. 
Gowdy, Francis A. 
Gowdy, Ralph A. 
Graves, J. Raymond 
Grimes, Dewey H. 
Haggard, William A. 
Man. &. J.... 
Hall, John E... 
Hanna, Fuad H. 
Harness, A. J. 
Harris, David W. 
Harris, Robert M. 
Hatch, Ernest B. 
Heck, Maurice E. 
Hewlett, Frank W. 
Hinton, Andrew H. 
Hobbs, Laura M. 


Hodsdon, Benjamin F. 


Hodsdon, L. A. 
Hotchkiss, W. T. 
Howell, R. Spencer 
Hutson, Thomas W. 
Ingersoll, HB M. 
Izlar, W. H. 

Jack, Ralph W. 
Jeffrey, James R... 
Jeffrey, S. L. 
Jenkins, Leslie M. 
Jenkins, Paul K. 
Jones, Allan 
Jones, Walter C., Jr. 
Keeler, Frank L. 
Kells, Paul.. 
Kennon, Charles L. 
Kinsey, E. T. 
Kitchens, F. E. 
Kugel, Maurice A. 
Lamer ©. P.......; 
Lanier, W. T. 
Laymon, R. L. 
Leavitt, H. A. 
Lefholz, R... 
Leonard, George N. 
Levin, Alfred G. 
Lewis, Taylor... 
Light, S. D. W. 
Lilly, George D. 


Miami 
Miami 

.. Miami 
Miami 
Miami 
i.ami 
Miami 
Miami Beach 
.. Miami 
Miami 
Miami Beach 
Miami 
Miami 
Miami 
Miami 
Miami beach 
Miami 
Miami 
Miami 
Miami 
Miami 
Miami 
Miami 
Miami 
Miami 
Miami 
Miami 

Coral Gables 
Miami 
Miami Beach 
Miami 

Ft. Pierce 
Miami Beach 
Miami 

Cora! Gables 
Miaini 
Miami 
Miami 
Miami Beach 
Miami Beach 
*t. Lauderdale 
Miami 
Miami 
Miami 

Coral Gables 
Miami 
Miami 
Miami 
Miami 
Miami Beach 
Miami 
Miami 
Miami 
Miami 
Miami 
Miami Springs 
Miami 
Miami 
Miami Beach 
Miami Beach 
Miami 
Miami 
Miami 
Miami 
Miami 

Coral Gables 
Miami Beach 
.Miami 
Miami 
Miami 
Miami 
Miami 
Miami Beach 
Miami 
Miami 
Miami 
Miami 


— 


—- 


Lithgow, William D. 
Litterer, A. Buist 
Lott, Young C. 
Lowe, Eugene C. 
Lucinian, Joseph H. 
Lustgarten, A. 
Lyell, Kobert O. 
McCiamroch, James M. 
Macdonald, John T. 
MacDonell, George N. 
McGunagle, J. E. 
McKenzie, E. N. 
McKenzie, Jack A. 
McLemore, Carl S. 
Manson, Plumer J. 
Marks, Meyer B. 
Marsh, Lucille J. 
Maxwell, Eugene B. 
Medlin, Willard B. 
Melvin, Perry D. 
Mendel, James H. 
Mentzer, Claude G. 
Milton, John D. 
Mitchell, John T. 
Morrow, Frank R. 
Navarro, Jose 
Nichol, E. Sterling 
Nugent, James J. 
Nuzum, Russell K. 
O’Quinn, Leon H. 
Otto, Thomas O. 
Owens, W. Duncan 
Pallister, William T. H. 
Palmer, Bascom H. 
Panettiere, Cayetano 
Payton, Frazier J. 
Pearce, Naboth O. 
Pearson, H. Colquitt 
Pearson, Homer L., Jr. 
Pearson, John R. 
Pearson, Julius R. 
Pearson, Nelson T. 
Pearson, Rufus J. 
Pepper, Max 

Perdue, Jean 
Perdue, J. Randolph 
Perry, C. Larimore 
Peters, Edgar 
Phillips, Kenneth 
Pomerance, Joseph B. 
Putman, James H. 
Quillian. Warren W. 
Raap, Gerard 
Ramsey, Russell W. 
Rand, Harold 

Rash, Jack O. W. 
Rentz, Lawson S. 
Repass, Robert E. 
Richardson, James C. 
Richardson, John R. 
Rinaman, James C. 
Robbins, Alexander 
Roberts, S. J. 
Rogers, Hunter B. 
Roth, Edward 
Salley, S. Marion 
Sams, Wiley M. 
Sandberg, T. D. 
Saslaw, Milton S. 
Scarborough, C. A. 
Schaeffer, O. A. 
Shaw, E. Clay 
Silverman, Harry Z. 
Skaggs, P. T. 
Skilling, Francis C. 
Smith, C. Kirby 
Smith, Donald W. 
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Miami 
Miami 
Miami 
Miami 
Miami 
Miami Beach 
Miami 
Miami 
Miami 
Miami 
Miami 
Miami 
Miami 


. Miami Beach 


Miami 


Miami Beach 


Miami 
Miami Beach 
Miami 
Miami 
Miami 
Miami 
Miami 
Miami 
Miami 
Miami 
Miami 
Miami 
Miami 
Hialeah 

Miami 


. Miami Beach 


Miami 
Miami 
Miami Beach 
Miami Beach 
Miami Beach 
Miami 
Miami 
Miami 
Miami Beach 
Miami 
Miami 
Miami 
Miami Beach 
Miami 
Miami 
Miami 
Miami 
Miami Beach 
Miami 
Coral Gables 
Miami 
Miami 
Miami 
Miami 
Miami 
Miami Beach 
Miami 
Miami Beach 
Miami 
Miami Beach 
Miami 
Miami 
Miami Beach 
Miami 
Miami 
Coral Gables 
Miami 
Miami 
Miami 
Miami 
Miami Beach 
Miami 
Miami 
Miami 
Miami 
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ee eee ee ...Miami 
ee Se ee eee ..Miami 
Sener, Meeett Z.....5...6.. Miami 
Stewart, Franz H.. Miami 
Stewart, Joseph S............. Miami 
Stuart, J. D...... Miami 
Thomas. Tttom J, .... 6.055555 Miami 
Thomas, Kelly C....... Miami 
Thomson, William R... Miami Beach 
(co ..Miami 
Threlkeld, Major E. .. Miami 
Travers, M. Paul.......... ae Miami 
Tie. Coreett &.........65. Lae Miami 
ee ere ae Miami 
Vogt, Ferdinand A............ Miami 


Miami Beach 
Miami Beach 
.. Miami Beach 
Miami Beach 


Veen, DOOM i. «. - os scece 
Walker, Harrison A......... 
Wallace, Albert W...... 


Walters. Artur L.............. 


Weiland, Arthur H. Coral Gables 
Weinkle, Barney aoe : Miami 
Welch, P. B.. Fee . Miami 
Whelchel, Lynn W. Miami 
White, D. Ward.............. Miami Beach 
Wood, Arthur W. ie Miami 
Woodard, Robert C... Miami 
Woods, POG BE... 6.5. cee se Miami 
Wright, Scheffel H.... Miami 
Youmans, Corren P. Miami 
Youmans, Iva C. x .Miami 
Zimmerman, Maurice..... Miami Beach 


DeSoto-Hardee ‘Highlands County Medical Society 


Martin, L. W... ea 
Peacock, W. H... 
Poucher, Allen A. 


Weems, Howard V..... 


Sebring 
Wauchula 
Wauchula 

Sebring 








Duval County Medical Society 
30one, J. Lunsford 
Borland, J. L... 
Brooks, W. H. 


Jacksonville 
Jacksonville 
Jacksonville 


NE ree Jacksonville 
Cason, Turner Z. ae Jacksonville 
Chapman, Benjamin A... Jacksonville 


Dyrenforth, Lucien Y........... Jacksonville 


Goodale, Banks H........... Jacksonville 
Greene, Ralgh N..........5...- Coral Gables 
Holden, Gerry R...... Jacksonville 


Jacksonville 
Jacksonville 
Jacksonville 
Jacksonville 
Jacksonville 
.. Jacksonville 
Jacksonville 
Jacksonville 
Jacksonville 
... Jacksonville 
.. Jacksonville 
Jacksonville 
Jacksonville 
. Jacksonville 
Jacksonville 


Holloway, Luther W............ 
Hughes, V. A. 
Ira, Gordon H. 
Kirby-Smith, J. Lee..... 
Laffitte, L. Sydnor.. 
Limbaugh, Louie M. 
Lipscomb, T. H. 
Logie, Arthur J. 
Lovejoy, John F. 
Lyerly, J. G. 
McCreary, A. B. 
McCullagh, William H.... 
McEuen, H. Bernard. . 
Mclver, Robert B. 


McPhaul, W. A. 


Mabry, C. B. Sane ee eee Jacksonville 
Manning, William S............ . Jacksonville 
Richards, Ferdinand................ .. Jacksonville 
Richardson, George W........ me .. Jacksonville 
Ross, William EB... .......00.0.0s .. Jacksonville 
Shaw, a ... Jacksonville 
Sompayrac, Lauren M... ... Jacksonville 
ae .. Jacksonville 
Taylor, H. Marshall............. .......Jacksonville 
cS Se ee Pee Jacksonville 
Van Shaick, Harold D.................... Jacksonville 
iS Ae re ... Jacksonville 
Washburn, Clayton D. .. Jacksonville 


Bertram F. Jacksonville 


Woolsey, 
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Escambia County Medical Society 


Born, Charles A. Pensacola 
Bryans, Herbert L... Pensacola 
Hoffman, James M. Pensacola 
Lischkoff, Mozart A. Pensacola 
McLane, J. N. Pensacola 
Payne, W. C. Pensacola 
Turberville, J. K. Century 
Turberville, John S. .. Century 
Hillsborough County Medical Society 
a ee Tampa 
Adamson, William P.. Tampa 
Bidwell, Alfred M... Tampa 
Blackmon, H. J. Tampa 


Blake, W. C. Tampa 


Boling, John R. Tampa 
Bottari, Giulio C. Tampa 
Brown, Harold O. Tampa 


Tampa 
Tampa 


Carlton, Leland F. 
Dickinson, J. C. 


Duke, R. R. Tampa 
Estes. James L........ Tampa 
Se rr Tampa 
Gilmer, Eugene S. Tampa 
Guerra, Julio J... Tampa 


Tampa 


Helms, John §., Jr... 
Wilmington, N. C. 


Lancaster, William J. 


Lowry, Blackburn W. Tampa 
McEachern, J. R.... .. Tampa 
Martin, Douglas D. Tampa 
Moore, John T. Tampa 
Nelson, Robert G. Tampa 
Rowlett, W. M. Tampa 
Rudisill, C. A. Tampa 
Smith, Burdette Tampa 
Smith, H. Mason Tampa 
Spoto, Joseph S. Tampa 
> ae ere .. Tampa 


Tampa 
Tampa 


Torbett, Ralph S. 
Vinson, J. C. 


Jackson County Medical Society 


Baltzell, N. A. Marianna 
Chappell, F. V. Jacksonville 
McKinnon, Daniel A. Marianna 


Lake pie Medical Society 


O’Kelley, Marion B. Leesburg 
Tyre, C. McK. Eustis 
Lee County Medical Society 
Bostelman, Ernest... Ft. Myers 
Jones, H. Quillian Ft. Myers 
Stipe, Harvie J....... Ft. Myers 


Leon-Gadsden-Liberty-W akulla-Je leffers rson County 
Medical Society 


Davis, Julius C...... Quincy 
Jonnston, J. Kent............ Tallahassee 
Palmer, Henry E. Tallahassee 
Pound, J. H. Tallahassee 
Stevens, Ralph E. Chattahoochee 
Wilhoit, ‘/. ei sc Quincy 


Wilkinson, B. Tallahassee 


Manatee County Medical Society 


Blake, Lowrie W. Bradenton 
Harrison, M. M. Bradenton 
Larrabee, Charles W. Bradenton 
Sugg, William D.. Bradenton 
Marion County Me dical Society 
SPE SED Nias ow coiedencrlndosaennas : Ocala 
Es rn scree Dunneuon 
Mimms, Carney W. Ocala 
Moore, J. N. Ocala 
Peek, Eugene e.. 2 Ocala 
Russell, Ralph E...... Ocala 
Wallis, Thomas H........ Ocala 











Beardall, Harold M. 
3rame, Dorothy D. 
Chappell, John R... 
Christensen, Louis N. 
Day, Horace A.. 
Folsom, Spencer A. 
Gray, Frank D.... 
Part. Rath S........ 
Henderson, R. P... 
Ingram, Hollis C 
Ingram, L. C. 
Jewett, Eugene L.. 
Johnston, Hewitt 
McBride, Thomas E.. 
McEwan, Duncan T. 
Mallory, Meredith 
Neal, Thomas A. 
Orr, Louis M., II 
Qsincup, Gilbert S. 
Page, W. Grady 
Rivers, Thomas M. 
Pines, John A. oy 
Sutter, Leroy M........ 
Thompson, Rollin D. 
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Orange County Medical Society 


Orlando 
Orlando 

.. Orlando 
Orlando 

.. Orlando 
Orlando 

: Orlando 
..Winter Park 
Orlando 
Orlando 
Orlando 
Orlando 
Orlando 
Apopka 
Orlando 
Orlando 
Orlando 
Orlando 
Orlando 
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OUR PRESIDENT 


Dr. W. Henry Spiers of Orlando, has long 
been prominent in organized medicine, hav- 
ing served on many important committees 
and having held the vice presidency of the 
Florida Medical Association. He therefore 
comes to his post well qualified to face the 
many complex problems attaching to the posi- 
tion of president. 

Doctor Spiers was born in Jacksonville on 
February 5, 1885, where he received his pre- 
liminary education. He entered the Florida 
Agricultural College, Lake City, in the fall of 
1901 and the following year he attended the 
East Florida Seminary at Gainesville, where 
he continued his studies for three years. In 
1904 he entered the Atlanta School of Physi- 
cians and Surgeons (later Emory University) 
but was forced to leave at the end of his jun- 
ior year, in 1907. He re-entered this College 
in 1912 and received his M.D. degree in 1914. 

Following his graduation, Doctor Spiers 
returned to Florida where he began the prac- 
tice of his profession in Bronson, Levy 
County. In 1916 he was appointed an assist- 
ant physician at the State Hospital at Chatta- 
hoochee, which position he held until he en- 
tered the Medical Corps of the United States 


EDITORIALS 677 


Army, as first lieutenant, in 1918. While in 
the Service he was a member of the examin- 
ing board at the embarkation and debarkation 
center at Le Mans, France. 

After the war, Doctor Spiers returned to 
his position at the State Hospital and in Oc- 
tober, 1920 was made clinical director of the 
institution. He resigned this position the fol- 
lowing year to enter private practice in Or- 
lando. 

Doctor Spiers and Miss Maybelle Kennedy 
of Jacksonville were married on March 10, 
1908. They have two sons, William Henry, 
Jr., and James Kennedy. 





ASSOCIATION’S ANNUAL MEETING 

The Miami convention which was the Asso- 
ciation’s Sixty-fifth Annual Meeting, was a 
decided success and will long be remembered 
as one of the greatest occasions of its kind in 
the state. In numbers it surpassed all pre- 
vious records, with a total registration of 762. 
Of that number, 482 were members of the 
State Association, 52 were visiting doctors, 
166 were members and guests of the Woman’s 
Auxiliary, and 62 were representatives of 
exhibiting firms. The Dade County Medical 
Society, through its officers and members, 
were untiring in making preparations for this 
annual meeting, as well as in looking after ar- 
rangements during the entire convention. This 
entertaining society is noted for its active 
membership and, as a demonstration, regis- 
tered 212 local doctors who were mem- 
bers of the Dade County Medical Society. 
This registration of a local society is a record 
that will undoubtedly stand unchallenged for 
many years. 

One new feature of the convention was the 
decision of the Executive Committee to 
schedule the first meeting of the House of 
Delegates Monday morning. The entire fore- 
noon was devoted to the deliberations which 
confront the first meeting of the House of 
Delegates. Heretofore, the first meeting of 
the House of Delegates was scheduled 
Monday evening, which was inconvenient 
for the 57 delegates and the officers who 
are required to attend. More and more 
work has been assigned to the House of Dele- 
gates making it advisable to arrange a sched- 
ule for this meeting which would provide 
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ample time for consideration of the problems 
presented. 

In addition to committee reports and other 
routine business, two changes were made in 
the by-laws, which will be of particular inter- 
est to all members of the Association. First, 
all new members joining the State Associa- 
tion and all former members who are rein- 
stated will be required to pay an entrance 
fee of $10.00, in addition to the first year’s 
annual dues. Second, a General Advisory 
Board of Past Presidents was established. Full 
details concerning both these items will be 
found in the proceedings of the meeting, pub- 
lished in this Journal under the second meet- 
ing of the House of Delegates. The names of 
the past presidents who compose the Advisory 
Board of Past Presidents will be found on the 
page indicating officers and committees, just 
preceding the editorials. 

The scientific assemblies were well attended 
and the essayists made a real contribution in 
the presentation of fifteen well prepared scien- 
tific papers. These papers will all be published 
in your Journal some time during the year. 
The guest speaker of the Association, who 
was secured through President Edward Jelks, 
was Dr. J. M. T. Finney, Emeritus Professor 
of Surgery at Johns Hopkins University, 
Baltimore. Doctor Finney’s address on “The 
Role of the Imponderables in Surgery”’ was 
given Wednesday forenoon, ‘This instructive 
paper, interspersed with the author's inimi- 
cable humor, was a fitting climax to the scien- 
tific program. 

On Monday evening Dr. Warren F. 
Draper, Assistant Surgeon General of the 
United States Public Health Service, Wash- 
ington, delivered an address in the Bay Front 
Park, which was open to the public. Doctor 
Draper’s address was broadcast over an NBC 
hookup, through the cooperation of Station 
WIOD and it was estimated that his audience 
numbered 750,000 persons. 

The smoker Monday evening for doctors 
and their wives, was a great occasion and the 


committee in charge certainly did not spare 
their time or money. This smoker was really 
a free entertainment, financed by the members 
of the Dade County Medical Society. The 
Association dinner on Tuesday evening was 
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also an unusual success. The total attendance 
was 430 and the program was carefully work- 
ed out by the local committee. 

Entertainment of all kinds was provided by 
the local doctors and the Woman’s Auxiliary : 
fishing, boating, golf, swimming, etc. 

Clinics were held Monday forenoon and 
were well attended with keen interest by those 
who found it possible to arrange their affairs 
so as to be present. 

Twelve scientific exhibits had been arranged 
which were a credit to any medical gathering. 
The first prize was won by Dr. James H. 
Mendel of Miami on “Ear Drums and Their 
Interpretation ;” second prize was won by Dr. 
Robert B. Mclver of Jacksonville on ‘The 
Surgery of the Renal Pelvis;” third prize was 
won by Drs. Elmo D. French and Rothwell 
Lefholz of Miami on “Infectious Granulo- 
mas.” There were twenty-five technical ex- 
hibits which also made a definite contribution 
to the convention, not only from the stand- 
point of their displays and splendid personnel 
of representatives who were at their posts 
continually, but also by the contribution 
they made toward defraying the expenses in 
connection with the meeting. In this and last 
month’s Journal more details have been shown 
concerning the convention which the readers 
of the Journal should find of interest. 

The personnel of the Columbus Hotel gave 
splendid service throughout the convention 
and should not be overlooked when recogniz- 
ing contributions toward the success of the 
meeting. A resolution, unanimously passed 
by a rising vote, put on record hearty thanks 
to the members of the Dade County Medical 
Society and their wives, the officials of the 
City of Miami and others who made possible 
such a wonderful occasion as was enjoyed in 
the City of Miami. 


CABINET COMMITTEE 
Walter C. Jones, Chairman 
The details of committee work were made 
simple from the explicit directions sent out 
by the Managing Director of the State Medi- 
cal Association. It was a pleasure to have 
had the opportunity of serving in the capacity 
of General Chairman. I feel that the success 
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of the Convention was due, in a great part, to 
the fact that the individual chairmen of the 
various committees functioned efficiently. 

Necessarily, there were some anxious mo- 
ments preceding the fulfilment of each com- 
mittee’s duties, but it was very gratifying upon 
checking at the time, to see that each chairman 
was carrying out his duties, and because of 
this, no gross errors occurred during the past 
meeting. 

I feel that the scientific exhibits and the 
moving picture show were well worthwhile, 
and hope that this department may grow in 
the future, as it would be of great educational 
value to the Association. 

I assure you that it was a great pleasure to 
be host to such a wonderful group of men as 
compose the Florida Medical Association. 





COMMITTEE ON REGISTRATION 
Harrison A. Walker, Chairman 

As chairman of the Registration Committee, 
I am glad to report the registration at the 
Miami meeting broke all previous records. 
The total number of members and guest 
doctors was 534; Woman’s Auxiliary, 166; 
and exhibitors, 62; making a grand total of 
762. 

The main activity of the Registration Com- 
mittee was to effect the registration of the 
members of the Dade County Medical Society. 
The registration desk opened at 9 o'clock Sun- 
day morning and an effort was made to reg- 
ister 100% of the local members. Each 
member of the Registration Committee was 
assigned a group of names to call by 
phone, urging registration on Sunday, so 
as to relieve congestion at the registration 
desk on the succeeding days when the 
out-of-town guests would be arriving. Of 
the Dade County Medical Society 212 mem- 
bers registered, which we are advised is the 
best record to date for any county society. 
The members of this committee enjoyed their 
work and are very grateful to the local doctors 
for their hearty response. 

Badge buttons and programs were given to 
all who registered; also programs of the 
medical postgraduate short course which is to 
be held at Daytona Beach, June 27 to July 2. 
An innovation was put into effect, in the style 
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of the badge buttons. The space for the 
doctor’s name was shown in white and the 
name lettered on this space in dark green, 
This change in the button made it much easier 
to read the name. 

For the convenience of those who were in- 
terested in registration, mimeographed re- 
leases, giving the names and addresses of 
those who registered, were given out at the 
registration desk each morning, beginning 
Monday. In conjunction with the registra- 
tion desk, an information desk was established 
under the supervision of Doctor Hampton and 
Mrs. Stone. This proved to be quite a help 
to the doctors and guests, especially those from 
out of the city. In addition to a general in- 
formation service, the representatives at the 
information desk assisted the Committee on 
Alumni and Fraternity Luncheons. The en- 
tire setup operated efficiently throughout the 
meeting. 





COMMITTEE ON SCIENTIFIC EXHIBITS 
James H. Mendel, Chairman 

As‘chairman of the Scientific Exhibits Com- 
mittee, may I take this opportunity to thank 
the various members of this committee and 
Mr. R. C. Scott, manager of the Columbus 
Hotel, for their help when that help was 
sorely needed. 

Three weeks before the opening date of the 
convention, we had no place in which to have 
Through Mr. Scott's 
influence, the large room off the mezzanine 


the scientific exhibits. 


was obtained. The cost of erecting adequate 
scientific booths was high and we had very 
little in our budget. Dr. Adele Hampton made 
the contact with Mr. William Faxon of the 
Pacific Lumber Company, Miami, and it was 
Mr. Faxon’s generosity, cooperation and help- 
ful suggestions together with the fact that he 
and three other men from his company worked 
hard all day Sunday, that made possible the 
well constructed booths in which our mem- 
bers could exhibit their scientific work. Full 
credit must go to these two for their efforts. 

To the various men who exhibited, thanks 
so very much for your most excellent presen- 
tations—the same thought to apply to the 
many societies who sent exhibits. Thanks to 
Dr. James Nugent for his printing of in- 
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numerable signs and obtaining suitable films, 
and to Dr. Frank Davis for seeing that they 
were properly shown. Mr. W. R. Lynch of 
the Paramount Theaters donated all the scien- 
tific signs together with the award plaques. 
We are most grateful to him. 

The cooperation of all concerned was a de- 
light to me. We hope the exhibits interested 
and instructed the members and while this is 
only the beginning, may this type of scientific 
work go on to bigger and better exhibits in 
the years to come. 





COMMITTEE ON ASSOCIATION DINNER 
M. Jay Flipse, Chairman 

The annual Association Dinner was held 
on Tuesday night, May 10. Covers were laid 
for the 430 guests attending in the Biscayne 
Room of the Columbus Hotel. 

Dr. Arthur Weiland, who was scheduled to 
act as toastmaster, was unable to attend be- 
cause of the sudden death of his brother; at 
the last minute Dr. Ralph Greene was pressed 
into service as toastmaster. His remarks, al- 
Ways apropos, were much enjoyed by the 
members of the Association and their guests. 
It was indeed a pleasure to see Doctor Greene 
back in his old form after a number of years 
of relative retirement. Doctor Jelks and 
Doctor Spiers responded to toasts with short, 
informal talks; Dr. Tom Otto introduced 
Doctor Finney who appeared to enjoy telling 
negro stories as much as the audience en- 
joyed hearing them. Doctor Penn, president 
of the Dental Association, voiced his greetings 
and the greetings of his association to the 
Florida Medical Association. 

Doctor Burbacher, nobly assisted by Doctor 
Milton Coplan, distributed the spoils to the 
golfers. There were so many prizes donated 
by the various business houses in Miami that 
it looked for a while as though all who had 
entered the tournament might be successful in 
claiming one of the awards. 

Mr. Clark Fiers furnished organ music 
during the banquet, successfully masking the 
chorus of musical soup drinkers. 

The banquet was followed by a dance 
which lasted until 2:00 a.m. Very few of the 


old timers could take two nights’ dancing in 
succession so the young members had the 
floor to themselves. 


Current reports indicated 
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that all who attended the banquet had a good 
time. 





COMMITTEE ON SMOKER 
Joseph S. Stewart, Chairman 

In announcing the Smoker in the April 
Journal it was suggested that if the crowd 
left early as usually happens at the stag affairs 
then it would be a vote against including the 
wives in the entertainment. But if the crowd 
stayed until the “wee small hours” it would 
be a vote to include the wives for a good time. 

Since there was a large crowd when the 
music stopped at 2:30 a. m., and since quite a 
number of members stayed on until 6:00 a. m., 
the Committee must conclude that a good 
time was had by all. We must conclude also 
that the doctors in Florida enjoy their enter- 
tainment with their wives. 

The Smoker Committee hopes that the con- 
clusions are correct. Some of our friends 
have been good enough to tell us that they 
think the conclusions are correct; however, 
the only way we have to find out for sure is to 
see what future conventions bring forth. 





ANGLERS’ COMMITTEE 
Thomas O. Otto, Chairman 

Dr. J. M. T. Finney of Baltimore, dis- 
tinguished guest and honored speaker, proved 
his prowess in the piscatorial art by boating 
a seven-foot, six-inch sailfish on Thursday, 
May 12, during his first trip to Miami and the 
gulf stream. This beautiful specimen is be- 
ing mounted and forwarded to Doctor Finney 
as a trophy of his visit to the Florida conven- 
tion. 

Dr. Edward Jelks, immediate past presi- 
dent, likewise shared honors by landing his 
first sailfish on the same trip with Doctor 
Finney. 

Another party, including Drs. L. Y. Dyren- 
forth, Ferdinand Richards and E. C. Swift, 
made a trip through Biscayne Bay to the edge 
of the gulf stream and Doctor Dyrenforth 
was successful in landing a fifty-pound sail- 
fish and a twenty-pound king mackerel. 

The Anglers’ Committee was somewhat dis- 
appointed in that comparatively few of the 
large number who attended showed an 
interest in fishing, but apologizes for any ir- 
regularity of schedule encountered by those 
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desiring to fish. This was occasioned by the 
failure of those interested in fishing to make 
reservations for boats prior to the opening 
of the convention, as requested in the Journal. 
We Dade County doctors look forward to 
another convention in Miami and assure you 
all of a great welcome whenever it will be 
our good fortune to play host again to such a 
representative group of doctors. 





COMMITTEE ON GOLF 
Charles R. Burbacher, Chairman 

Ninety-four golfers and would-be golfers 
competed for two trophies and merchandise 
valued at $200.00 on May 9 and 10 at the 
Miami-Biltmore Country Club. 

Dr. J. Sayad of Palm Beach won the ro- 
tating Orlando Handicap Trophy. The low 
gross trophy, compliments of Greenleaf & 
Crosby Company, went to Dr. Wm. H. Mc- 
Cullagh of Jacksonville. The runners-up 
were Dr. C. A. Rudisill of Tampa and Dr. 
Frank S. Adamo of Tampa. Additional 
prizes were presented to the runners-up in 
the handicap division, as well as to the golfer 
turning in the highest score and the player 
making the most 7’s. A quart of Ronrico was 
the reward for each birdie made during the 
tournament. Two quarts were given to each 
of the ten low scores, excepting those who 
received other prizes. This liquid merchandise 
was with the compliments of the McKesson- 
Groover-Stewart Drug Company and the 
Ronrico Corporation. 

Sixty-five golfers competed in the Blind 
Bogey Tournament with an entrance fee of 
$1.00. The lucky net score was 82 with seven 
names tied for the prize. The drawing was 
in favor of Dr. Shaler Richardson who re- 
ceived a set of matched wood clubs. The 
other six of the group received more Ronrico. 

Presentation of the prizes was a part of 
the banquet program and we trust that addi- 
tional interest in our annual tournament was 
created at that time. All contestants were 
guests of the Miami-Biltmore Country Club, 
to whom we owe a debt of appreciation for 
this kind gesture. 

The following were donors of our prize list : 

Surgical Selling Company. 

Surgical Supply Company. 

Dade Pharmacies. 
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Greenleaf and Crosby Company. 

McKesson-Groover-Stewart Drug Com- 
pany. 

American Optical Company. 

Southeastern Optical Company. 

Ronrico Corporation, red Meyer, Distr. 

Burdine’s. 

Fossett’s Pharmacy. 

Ned Everhard, professional at the Miami- 
Biltmore Country Club, handled the entries 
and handicapping. 





COMMITTEE ON PARK PROGRAM AND RADIO 
BROADCAST 

Warren W. Quillian, Acting Chairman 

As a footnote to the general theme of the re- 
cent State Convention in Miami, the program 
in Bay Front Park, was produced as an edu- 
cational feature for laymen. The weather 
man was considerate. Balmy weather en- 
couraged the faithful few of the medical 
group, as well as several hundred interested 
local citizens, to venture forth to the outdoor 
amphitheatre where the meeting was held on 
Monday evening, May 9. A preliminary mu- 
sical program was presented by the University 
of Miami band under the able leadership of 
Mr. Walter Schaeffer. 

The featured attraction of the evening was 
an address by Dr. Warren F. Draper, Assist- 
ant Surgeon General of the United States 
Public Health Service. His subject, “A 
Healthier Life and a Happy One,” referred to 
public responsibility in the solution of health 
problems. Doctor Draper’s tremendous ex- 
perience, covering twenty-seven years of con- 
tinuous activity in organized health work, 
gave him the well deserved attention of his 
audience. His remarks were forceful and 
indicated that the speaker had the courage of 
his convictions. 

With the cooperation of WIOD, Doctor 
Draper’s address was broadcast over the NBC 
hook-up. Local officials informed the com- 
mittee that the potential audience listening in 
would be approximately 750,000 persons. This 
fact greatly multiplied the effectiveness of the 
program from the standpoint of public edu- 
cation. Many comments reflect the favorable 
reaction with which the address was received 
by the public. The Committee feels that the 


state organization was fortunate in obtaining 
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for this program a man whose qualifications 
designate him as a leader of medical and pub- 
lic health progress in the United States. 





COMMITTEE ON ALUMNI AND FRATERNITY 
LUNCHEONS 
James J. Nugent, Chairman 


During the recent convention, alumni of 
thirty-one medical schools assembled for 
luncheon in the Alcazar Hotel. At the same 
time fifty members of the Phi Beta Pi Fra- 
ternity were renewing acquaintances at the 
University Club. The attendance was perhaps 
larger than at any previous convention. 

Many new associations were made and in 
several cases, old acquaintances were sur- 
prised to learn that they were alumni of the 
same school. It was only natural that con- 
versations ran “way back when” as each 
alumnus re-established his associations with 
his earliest days of medicine. Recollections 
were flavored with joy and sadness as the 
curtain of time was thrown back. The innate 
desire for a family reunion was satisfied. 





COMMITTEE ON TRANSPORTATION 
W. Duncan Owens, Chairman 

The Miami Police Department cooperated 
with us in every way, so as to provide ample 
parking facilities in the neighborhood of the 
Columbus Hotel, our headquarters. They 
were also good enough to issue instructions 
to all officers that they were to see to it that 
we had a good time. This cooperation was 
obtained by a simple interview at Police 
Headquarters. 

The only other job assigned to us was see- 
ing that transportation was available to and 
from the Coral Gables Country Club on Mon- 
day night. This was obtained with some 
difficulty because of conflicting ordinances in 
the cities of Miami and Coral Gables, but was 
satisfactorily arranged by obtaining one taxi 
company to go out to Coral Gables and an- 
other taxi company to come back from Coral 
Gables. 

I may say that the Woman’s Auxiliary 
made its own arrangements and thereby re- 
lieved my committee of what could have been 
an arduous task. 

Ours was a new committee and for that 
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reason we had absolutely no idea of what our 
duties might be when we started out. 





COMMITTEE ON CLINICS 
J. W. Snyder, Chairman 
We wish to thank the men who were so 
kind as to devote their time and effort to make 
the clinic morning a success. While the idea 
was a new one the members of the Associa- 
tion attended the various clinics very well 
and many showed keen interest in what was 
going on. We believe that this sort of pro- 
gram might with advantage be adopted by the 
Association, and the local men each year 
should be encouraged to present various sub- 
jects. Our Committee feels that in spite of 
the distance of the hospitals from head- 
quarters the attendance and the interest shown 
by the visiting men very well compensated for 
the effort made in arranging such a clinical 


morning. 





MEDICAL DISTRICT MEETINGS 


Pama City (A)... 5.60065 July 14, 1938 
Ponte Vedra (C).......September 15, 1938 
3radenton (D).........September 29, 1938 
Ft. Lauderdale (F)....... October 13, 1938 
Gainesville (B)........... October 27, 1938 
e.g (4 November 10, 1938 





STATE NEWS ITEMS 

Dr. Hilliard W. Willis of Coral Gables 
announces the removal of his offices to 2605 
Ponce de Leon Avenue, where he will spe- 
cialize in diseases of infancy and childhood. 

x Oe OK 

Dr. and Mrs. S. H. Adams of Bartow, an- 
nounce the birth of a son, Samuel Henderson, 
Jr., on April 17, 1938, at Tampa Municipal 
Hospital. 

* * * 

Dr. and Mrs. J. Lloyd Massey of Quincy, 
announce the birth of a son, James Lloyd, Jr., 
on May 12, 1938, at the Gadsden County 
Hospital. He is the grandson of Dr. and Mrs. 
W. W. Massey of Quincy. 

*k * x 

Dr. William G. Doern of Daytona Beach 
will do research work in cancer and leukemia 
during the summer months, at Mercy Hos- 
pital, Milwaukee, Wis. 




















Jour. F. M.A. 
JuNE, 1938 


Dr. Herbert L. Bryans has returned from 
New York City where he attended a post- 
graduate course and also the annual meeting 
of the American College of Physicians. 

* ¢ @ 

At a meeting of the State Board of Medical 
Examiners held in Jacksonville June 13 and 
14, in connection with the semi-annual exam- 
ination, Dr. Julius C. Davis of Quincy was 
re-elected president. Other officers elected 
were: Dr. Harold D. Van Schaick of Jackson- 
ville, vice president; Dr. William M. Rowlett 
of Tampa, secretary-treasurer. 

*x* * * 

The memory of Dr. Calvin D. Christ was 
revered in a beautiful and appropriate memor- 
ial program at the Phi Beta Pi annual lunch- 
eon during the recent convention in Miami. 
The luncheon was well attended and each man 
spoke highly of the late Doctor Christ. 

. & © 

Dr. Gerry R. Holden, Jacksonville and Dr. 
Homer L. Pearson, Miami, were the official 
delegates from Florida to the annual meet- 
ing of the Medical Association of Georgia, 
held at Augusta, April 26-29. In addition to 
the official delegates, the following members 
of the Florida Medical Association attended 


the Georgia meeting: 
Boynton, Charles E., West Palm Beach. 
Carter, Claude L., Inverness. 
Davis, T. Hartley, Shamrock 
Fort, F. L., Jacksonville 
Hall, Young L., Jr., Miami 
Harris, William G., Jacksonville 
Howell, R. Spencer, Miami 
Jelks, Edward, Jacksonville 
Massey, W. W., Quincy 
Mathews, A. L., Sarasota 
Oetjen, G. F., Jacksonville 
Richardson, George W., Jacksonville 
Stewart, J. S., Miami 
Taylor, T. W., Sarasota 
Waas, F. J., Jacksonville. 
. = Ss 


The Orange County Medical Society will 
hold its annual picnic and barbecue possibly 
the latter part of August. A complete an- 
nouncement will be made in next month’s 
Journal. 

Dr. E. Frank McCall, formerly of Hobe 
Sound, has opened offices at Florida Avenue 


and First Street, Neptune Beach. 


Dr. and Mrs. M. A. Lischkoff of Pensacola 
attended the commencement exercises at Gulf 
Park College where their daughter, Blanche, 
was among those who graduated. 


STATE NEWS ITEMS 


683 


The regular quarterly meeting of the Flor- 
ida Society of Dermatology «nd Syphilology 
was held at the Dade County Court House, 
Miami, on May 8, 1938, at9 am. After an 
interesting clinic and discussion of cases, the 
meeting was adjourned by Dr. Elmo D. 
French, chairman, and was followed by a 
luncheon and business meeting, at which time 
it was decided to hold the next quarterly meet- 
ing of the society at Jacksonville in the fall. 
The election of officers will be held at the 
Jacksonville meeting. 

Members present were : 

C. A. Andrews of Tampa, president; 

Elmo D. French of Miami, chairman; 

Lauren McC. Sompayrac of Jacksonville, 
secretary ; 

G. C. Bottari, Tampa 

Alan Brown, Jacksonville 

J. Lee Kirby-Smith, Jacksonville 

A. B. Litterer, Miami 

G. N. MacDonell, Miami 

L. B. Mount, St. Petersburg 

S. F. Ricker, Orlando 


W. M. Sams, Miami 
J. Frank Wilson, Jacksonville 


Guests of the Society were Drs. Rothwell 

Lefholz and Paul Mapother of Miami. 
. *K * * 

At the Seventh Annual Meeting of the 
Florida Radiological Society, held in Miami, 
May 9, 1938 at the Columbus Hotel, the fol- 
lowing officers were elected: President, Dr. H. 
O. Brown of Tampa; Vice-President, Dr. H. 
B. McEuen of Jacksonville; and Secretary, 
Dr. Joseph H. Lucinian of Miami. 

x * x 

Dr. and Mrs. I. A. Dailey of Micanopy 
announce the birth of a daughter, Marcia Ann, 
on March 15, 1938. 

Dr. W. B. Moon of Crystal River was 
recently chosen chairman of the Fifth Con- 
gressional District Democratic Executive 
Committee, at a meeting aboard a boat, dur- 
ing a fishing trip on which Doctor Moon en- 
tertained the members. 

a 

Dr. A. L. Stebbins, since leaving Punta 
Gorda last September, has taken a course in 
public health at Chapel Hill, N.C. He is now 
director of the Escambia County Health Unit 
at Pensacola. 

* * * 

Dr. Allen P. Gurganious of Palatka visited 
in Canada on his return trip from the A.M.A. 
meeting in San Francisco. 
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Dr. Edward Jelks of Jacksonville was the 
guest speaker at the Georgia Medical Society 
at the meeting held in Savannah, Tuesday, 
May 24. Doctor Jelks’ paper was entitled 
“Heart Action as an Indicator of Irregular- 
ities of the Thyroid.” 

The Chatham County Medical Society was 
organized prior to the State Association and 
was originally known as the Georgia Medical 
Society. Later, the State Association was o7- 
ganized under the name of the Medical Asso- 
ciation of Georgia. 

* * * 

Dr. A. J. Logie of Jacksonville acted as 
host to Dr. Bela Schick of New York City, 
the originator of the Schick Test, who spoke 
on tuberculosis in childhood before a number 
of county medical societies in South Florida 
during the month of May. Doctor Logie is 
director of the Division of Tuberculosis of the 
State Board of Health. 

*x* * * 

Dr. and Mrs. Victor A. Hughes and small 
son of Jacksonville have returned from a visit 
in South Pittsburg, Tenn. 

x * x 

Dr. J. C. Pate of Tampa gave the graduat- 
ing address to the 1938 class of nurses of the 
Tampa Municipal Hospital on May 12. His 
subject was “The Art of Living.” 


eee 
PERRY M. LEWIS 

Dr. Perry M. Lewis of Orlando died at his 
home on April 30, at the age of 46. He had 
been in ill health and had led a life of almost 
constant inactivity for the past six years. 

Born near Bainbridge, Georgia in 1892, 
Doctor Lewis secured his medical training at 
Emory University, from which he graduated 
in 1915. He took the State Board examina- 
tion in Florida in 1923 after which he located 
at Orlando, limiting his practice to diseases of 
the eye, ear, nose and throat. He was a mem- 
ber of the Orange County Medical Society, 
honorary member of the Florida Medical As- 
sociation, and a member of the American 
Medical Association. 

Doctor Lewis is survived by his widow, 
Cora, and one daughter, Mrs. Julian J. 


Smoak, Jr. of Lakeland. 
SERB ges =) eR 
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JOHN CLARENCE KNIGHT 

Dr. John C. Knight of Plant City died 
suddenly at his home on March 6. Death was 
due to coronary thrombosis. 

Doctor Knight was born in this section of 
Florida sixty-six years ago and here received 
his preliminary education. He attended the 
Medical Department of the University cf 
Nashvil'e from which he graduated in 1900. 
He then returned to Plant City to begin his 
practice and remained for the balance of his 
life. 

By virtue of his splendid 
warm friendship, Doctor Knight was widely 
known and loved, not only in his own home 
town and vicinity, but throughout this section 
of the State. He was a Mason and a Shriner, 
a member of the Elks lodge, the Plant City 
Kiwanis club and the First Baptist Church. 
He was city health physician at the time of 
his death, which office he had held for a num- 
ber of years. 

Besides his wife, Mrs. Mary Wells Knight, 
he is survived by a son, John C. Knight of 
Bartow; a daughter, Mrs. O. O. Ashworth of 
Richmond; his parents, Mr. and Mrs. W. S. 
Knight of Plant City; four brothers and three 
sisters. 


character and 


erie RE 
COMPONENT COUNTY SOCIETIES 
DADE COUNTY MEDICAL SOCIETY 

At the meeting of the Dade County Medi- 
cal Society held June 7 at 8:30 p. m., in the 
Ingraham Building, the following papers con- 
stituted the scientific program: “Hypo- 
glycemic Shock Therapy” (films illustrating 
the method)—James L. Anderson, Miami. 
“Diagnosis of Pregnancy’—Ralph Jack, 
Miami. Doctors E. F. Fox and Buist Litterer 
opened the discussion. 

DUVAL COUNTY MEDICAL SOCIETY 

At a meeting of the Duval County Medical 
Society held June 4 at the Florida Yacht Club, 
the program consisted of a symposium on 
Peptic Ulcer, presented as follows: 

“From the Viewpoint of the Radiologist,” 
Frederick K. Herpel, West Palm Beach. 

“From the Viewpoint of the Internist,” 
Herbert L. Br’ <=, Pensacola. 

“From the V:~vpoint of the Surgeon,” J. 
S. Turberville, Century. 
































Jour. F. M.A. 
June, 1938 


LAKE COUNTY MEDICAL SOCIETY 

THE LAKE COUNTY MEDICAL SO- 
CIETY STANDS 100% PAID FOR 1938. 
THIS SOCIETY WHICH HAS SIXTEEN 
MEMBERS IS HEADED BY DR. H. T. 
FENN OF MOUNT DORA, PRESI- 
DENT; DR. W. G. DEVANE, GROVE- 
LAND, VICE PRESIDENT; AND DR. W. 
L. ASHTON OF UMATILLA, SECRE- 
TARY-TREASURER. CONGRATULA- 
TIONS, LAKE COUNTY MEDICAL SO- 
CIETY. 


MANATEE COUNTY MEDICAL SOCIETY 

THE MANATEE COUNTY MEDICAL 
SOCIETY HAS JOINED THE HONOR 
ROLL OF 100% PAID SOCIETIES. DR. 
JOHN F. MASON OF BRADENTON IS 
PRESIDENT OF THE SOCIETY; DR. 
W. FE. WENTZEL OF BRADENTON, 
VICE-PRESIDENT; AND DR. M. M. 
HARRISON, BRADENTON, SECRE- 
TARY-TREASURER. THIS SOCIETY 
IS COMPOSED OF TWELVE ACTIVE 
MEMBERS AND ONE LIFE MEMBER. 

* * x 
PINELLAS COUNTY MEDICAL SOCIETY 

At the meeting of the Pinellas County 
Medical Society held at the Chatterbox on 
the evening of May 19, Dr. Bela Schick of 
New York was guest speaker. His subject 
was “Schick Test and Tuberculosis in Child- 
student nurses were 


hood Graduate and 
invited to attend this meeting. 

At the meeting of the Society held June 3, 
the program consisted of a symposium on 
“Tuberculosis.” This was presented as fol- 
lows: 

“Tuberculin Tests (lantern slides)"* — <A. 
J. Logie, Jacksonville. 
(X-ray 


Thompson, Orlando, 


“Diagnosis plates)” — R. D. 
“Treatment” —A. S. Anderson, St. Peters- 
burg. 
“Public Health Problem’’—W. H. Pickett, 
St. Petersburg. 


The Presidents of the P.-T. A. 
at this meeting. 


were guests 


ABSTRACT DEPARTMENT 


aD 
Co 
or 








ABSTRACT DEPARTMENT 








Members of the Florida Medical Association who 
have had articles published in out-of-state medical 
journals are requested to forward such journals or 
reprints to Box 1018, Jacksonville, for abstracting 
in this department. 


The Rectum as a Focus of Infection—ALEXAN- 
pER, O. R., Winter Haven, Medical World, 
55:269 (Apr.), 1937. 

Because of the emphasis of modern medi- 
cine on foci of infection as the cause of many 
diseases and innumerable the 
author wishes to call attention to the rectum 


symptoms, 


and anus as a site for such focus or as a region 
where irritations such as fissures or hemor- 
roids may originate reflex pains. Cryptitis 
and papillitis in the rectum set up the ideal 
conditions for chronic foci and may lead to 
fissure in ano. Cryptitis also frequently leads 
to ischiorectal abscess and chronic pruritus. 
Two short case reports are appended. 





Congenital Duodenal Atresia—Rose, Josepn, 
Washington, D. C. (now Hastings, Fla.), and 
Jay, ANGELO, M., Jr., Washington, D. C., J. 
Ped. 10:490 (April), 1937. 

The etiology of congenital duodenal atresia 
may be intrinsic, due to the failure of the lu- 
men of the gut to reopen at the end of the 
twelfth week, or extrinsic and result from ar- 
rest in rotation of the viscera, malformation 
of the superior mesenteric vessels, congenital 
adenoma, peritoneal bands or annular pan- 
creas. 

The diagnosis is based on the history of 
vomiting from birth, x-ray examination and 
examination of the stools. With duodenal 
atresia there is an absence of _ keratin- 
ized cells and lanugo hairs, ordinarily found 
in the early stools of the new-born, Pyloric 
stenosis is the condition with which it is 
most often confused. 

Treatment is obviously surgical. Gastro- 
enterostomy or side to side duodenojejun- 
ostomy are the methods of choice. 

The authors report two cases, in both of 
which, it is interesting to note, the patients 
had patent ductus arteriosus and foramen 
ovale. 
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Factors Influencing the Muscular Activity of 


the Normal Colon—WeEtcn, P. B., Miami. 

Am. J. Digestive Diseases & Nutrition 

4 :382-386 (Aug.) 1937. 

Welch reviews the available literature per- 
taining to extrinsic and intrinsic factors in- 
fluencing the muscular activity of the colon 
and adds the results of several of his own 
experiments. 

Among the varying extrinsic factors he 
cites taking of food (a definite appetite or 
taste reflex, similar to Pavlov’s appetite re- 
flex in the production of gastric secretion), 
endocrine, metabolic and allergic disturbances, 
stimuli originating in adjacent viscera, bodily 
and mental activity and sleep. 

The author was able to arrive at several in- 
teresting conclusions regarding intrinsic 
factors involved in colon activity, through the 
use of condom balloons inserted into the 
proximal and distal openings of 5 colosto- 
mized negro women. ‘These balloons were in- 
lated with water and definite though varying 
hydrostatic pressures were utilized. Kymo- 
graphic tracings were obtained showing the 
actual extent of muscle contraction. 

With water pressure of 1 inch or less the 
colonic contractions were of little tone, infre- 
quent, irregular and of short duration. In- 
crease of pressure invariably increased the fre- 
quency and tone of the contractions. 

With prolonged distention this irritability 
gradually lessened, the tone slowly lowered 
and the contractions were of shorter dura- 
tion, until within 2 hours the tracings re- 
sembled that of a resting colon. 

The author compares the latter finding to 
that observed in the rectum when the stimula- 
tion to evacuation is disregarded with grad- 
ual depression or loss of the defecation reflex. 
This inhibition of activity is likely due to 
loss of irritability of the neuromuscular ap- 
paratus. 

The important result of the authors’ 
periments lies in the conclusion that 
amount and character of the residue in 


ex- 
the 
the 


lumen of the colon are potent factors in the 
determination of its muscular activity. 
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1201 South Olive 
WEST PALM BEACH, FLA. 
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TREATMENT OF BRONCHIAL ASTHMA 
BY ORAL INHALATION 











ADRENALIN CHLORIDE SOLUTION 1:100 


THE oral inhalation of Adrenalin Chloride 
Solution 1:100 is promptly effective in re- 
lieving symptoms of bronchial asthma—in 
most cases results have been quite as satis- 
factory as those following hypodermic in- 


jection of the familiar 1:1000 solution. Ner- 


vousness and tachycardia, as well as other 
reactions which often accompany parenter- 
al administration, are much less frequent 
following inhalation therapy. Discomfort 
and inconvenience of hypodermic injec- 


tion are obviated by this new treatment. 


Adrenalin is the Parke-Davis brand of Epinephrine U.S.P. Adrenalin Chloride 
Solution 1:100 is accepted by the Council on Pharmacy and Chemistry of the 


American Medical Association; it is supplied in 5-cc. vials, together with u_op- 


per for transferring the solution to a suitable atomizer, vaporizer, or neb- 


ulizer. The apparatus used must deliver a fine spray entirely free from drops. 


PARKE, 


DAVIS & COMPANY =: 


DETROIT 


The World’s Largest Makers of Pharmaceutical and Biological Products 


PLEASE MENTION THE JOURNAL WHEN WRITING TO ADVERTISERS 
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THE WALLACE 
SANTTARIUM 


MEMPHIS, TENN. 

Water R. Watiace, M.D. Hucxu W. Prippy, M.D. 
For the treatment of Drug Addiction, 
Alcoholism, Mental and 
Nervous Diseases 


Fully equipped for the care of patients admitted 
Sixteen acres of beautiful grounds 

















HOYE’S SANITARIUM 


“In the Mountains of Meridian” 
Meridian, Mississippi 
Diagnosis and Treatment of Nervous and 
Mental Diseases, Alcoholic and Drug Addic- 
tions, Convalescents and Elderly People. 
New addition with private baths. New Hy- 
drotherapeutic Department. Trained Psychi- 
atrist to give Insulin Treatment for Dementia A ia 
Praecox. Rates reasonable. 


A aa 
\ | . 
r a ‘a @ 
Dr. M. J. L. HOYE, Supt. 
Formerly sixteen years Superintendent 
of East Mississippi State Hospital 








FOR BOWEL REGULATION 








The patient who is unable to exercise or ad- 


| HYGEIA here to a suitable diet will appreciate the aid 
The Health of Petrolagar to maintain a regular bowel 
| Magazine movement. Petrolagar softens hard stools and 
| . for Your assists the bowel to function normally. Its 
| ¥ "on ‘a, pleasant flavor, devoid of the oily taste associ- 


ated with plain mineral oil, makes Petrolagar 


$3.00 a Year 
very easy to take. Prescribe Petrolagar for 





| HYGEIA promotes confidence and understanding bowel management, it’s ‘‘Council Accepted."’ 
| between physician and public. It is your own : 
| representative, giving in attractive printed form Petrolagar Laboratories, Inc. « Chicago, Ill. 


every month the health teaching you want your 
patients to have. 

















DIET EXERCISE 65 cc. emulsified with 0.4 Gm. agar 





SANITATION CHILD CARE in a menstruum to make 100 cc. 


| 
| 

| 

| Petrolagar... Liquid petrolatum 
| 

| 

RECREATION BEAUTY TALKS 











| SPECIAL OFFER 


Six Months for $1.00! | 
| Pin a dollar bill to this ad and mail to p [0 agar D r 
AMERICAN MEDICAL ASSOCIATION ae 
535 N. Dearborn Street, CHICAGO 
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COMPONENT SOCIETIES BY DISTRICTS—FLORIDA MEDICAL ASSOCIATION 





BF 


COUNTY 
SOCIETY 


PRESIDENT 


SECRETARY 


MEETING 
DATE 


COUNCILOR 
and Counties Not In- 
cluded in First Column 


Members 





Total 


Paid 





Northwest District (A) 


Bay 


W. J. Blackshear, M.D., 
Panama City 


William C, Roberts, M. D., 
Panama City 





Escambia 


J. M. Hoffman, M. D., 
1221 E. DeSoto 8t., 
Pensacola 


J. N. McLane, M. D., 
204 W. Brainard St., 
Pensacola 


2nd Tuesday 
8:00 P. M. 








Walton-Okaloosa 


A. G. Williams, M. D., 
Lakewood 


kh. B. Spires, M. D., 
DeFuniak Springs 


3rd Thursday 
8:00 P. M. 











Washington - Holmes 


J ackson 


D. A. ‘McKinnon, M. D., 
Marianna 





Leon -Gadsden - Liberty - 
Wakulla-Jefferson 


W. D. Rogers, M. D., 
Chattahoochee 


R. H. Segrest, M. D., 
Bonifay 


R. N. Joyner, M. D., 
Marianna 


2nd Tuesday 
7:30 P. M. 





B. A. Wiikinson,, M. D., 
Telephone Bidg., 
Tallahassee 


Quarterly 
3:00 P. 


A-1-"40 
Carol C. Webb, M. D., 
Pensacola 


Santa Rosa 


A-2-"39 


N. A. Baltzell, M. D., 
Marianna 


Calhoun-Franklin-Gulf 


ll 


9 
36 
100% 


100% 











Gainesville, October 27, 1938 


North Central District (B) 


Columbia 


William 8. Nichols, M. D., 
Lake City 


Harry S. Howell, M. D., 
Blanch Hotel Annex, 
Lake City 


lst Monday 
7:30 P. M 








Madison 


E. Long, M. D., 
Madison 


Geo. O. Davis, M. D., 
Madison 








Taylor 


Alachua 


Ralph J. Greene, M D., 
Perry 


T. A. Snow, M. D., 
103 E. University Arve., 
Gainesville 


w. J. Baker, M. D., 


H. M. Merchant, M. ‘D. ee 
124 E. University Ave., 
Gainesville 








Marion 


Carney W. Mimms, ke 
Commercial Bank Bias. 
Ocala 


R. C. Cumming, M. D., 
Commercial Bank Bidg., 
Ocala 








Pasco-Hernando- 
Citrus 


Samuel C. Harvard, M. D., 
Brooksville 


G. R. Creekmore, M. D., 
Brooksville 





Sumter 


Clyde L. Carter, M.D., 
Wildwood 


W. E. Mitchell, M. D., 
Bushnell 


B-3-'39 
R. B. Harkness, M. D., 
Lake City 


Baker-Dizie-Hamilton- 
Lafayette-Suwannee 


B-4-'40 
James L. Strange, M. D., 
McIntosh 


Bradford-Gtichrist- 
Levy-Union 





Ponte Vedra 
Sept. 15, 1938 


8 
z 
: 
& 
z 


Duval 


J. Lunsford Boone, M. D., 


500 Professional Blidg., 
Jacksonville 


George W. Croft, M. D., 
713 Greenleaf Bidg., 
Jacksonville 








St. Johns 


John J, Spencer, M.D., 
32 Saragossa St., 
St. Augustine 


Z. Brantley, M.D., 
Grandin 


Vernon A. Lockwood, M.D., 
East Coast Hospital 
St. Augustine 


Allen P. ——— MD., 
‘alatka 








Volusia 


Hugh West, M. D., 
DeLand 


R. L. Miller, M. D., 
258% S. Beach St, 
Daytona Beach 


7:30 P. M. 


C-5-"39 
W. McL. Shaw, M. D., 
Jacksonville 
Clay-Nassau 
C-6-"40 


George M. Green, M. D., 
Daytona Beach 


Flagler 

















Southwest District (D) 


Bradenton, September 29, 1938 


Hillsborough 


Joseph W. Taylor, M. D., 
706 Franklin St.. 
Tampa 


James S. Grable, M. D., 
811 Citizens Bank Bldg., 
Tampa 


lst Tuesday 
8:00 P. M. 








Manatee 


John F. Mason, M. D., 
Bradenton 


Ss ee &. ee 
rad 


8rd Tuesday 
7:00 P. M 








Pinellas 


J. A. Strickland, M. D.. 
712 Power ... Light Bldg., 
St. Petersburg 


W. C. McConnell, M. D., 
mere > Bidg., 


Ist and 3rd Fridays 
6:30 P. M 








DeSoto-Hardee- 
Highlands 


0. H. Cribbins, M. D., 
224 Commercial Court, 
jasota 


L. W. Martin, MD., 
Sebring 


J. E. Harris, M. D., 
224 Commercial Ct., 
Sarasota 


j Howard V. Weems, MD., 
—— 


2nd Tuesday 
8:30 P. M 


2nd Tuesday 
8:00 P. M. 








Lee 


H. Quillian Jones, M. D., 
18-20 Leon Bidg., 
Fort Myers 


Harvie Stipe, M. D,, 
39 Revakenst Bidg., 
Fort Myers 





8rd Friday 
7,30 P. M. 








Polk 


W. W. Shafer. M. D., 
Haines City 


J. B. Boulware, Jr., M. D., 


P. O. Box 367, 
Lakeland 


2nd Wednesday in 
Feb., April, June, 
Aug., Oct., Dec. 
1:00 P. M. 


Plant City 


D-8-"40 
Herman Watson, M. D., 
Lakeland 


Charlotte-Collier- 
Glades-Hendry 











Leesburg, Nov. 10, 19388 


South Central District (E, 


G. E. Christie, M.D., 
Titusville 


L. K. Hicks, M.D., 
Melbourne 


3rd Tuesday 








Harry T. Fenn, M. D.,. 
Mount Dora 


W. L. Ashton, M. D., 
Umatilla 


lst ae 
12:30 P. 








H. A. Day, M.D.. 
209 Exchange Bldg., 
Orlando 


Hewitt Johnston, M. D., 
Box 2003 
Orlando 


3rd Wednesday 
8:3) P.M 








Douglas G. Scott, M. D., 
Box 489 


2nd Monday 
7:00 P. M. 


8rd Thursday 
8:00 P. M. 


E-9-"40 
W. C. Page, M D., 
Cocoa 











A. B. Connor, M. D.. 
Sweet Bldg., Ft. Lauderdale 


Fort Lauderdale 


4th Wednesday 
8:00 P. M. 





V. M. Johnson, M.D., 
Good Samaritan Hospital, 
w. Palm Beach 


Arthur H. Weiland, M. D. = 
227 Aragon Ave., 
Coral Gables 


J. R. Sory, M.D., 
aie Harvey Bidg.. 
West Palm | 


Claude G. Mentzer, M. D., 
‘Bldg. 


808 Huntington 
Miami 


4th Monday 
8:00 P. M. 

Ist Tuesday 
8:30 P. M. 








Harry C. Gailey, M. D., 
582 Fleming 8t., 


Key W 





Ist Sunday 
9:00 P. M. 








Lioyd J. Netto, M. D., 
West Palm Beach 
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Ce ticlds’ 


Jor a lifetime of 
MORE PLEASURE- 





.. better taste 
_. refreshing mildness 


i T Co. 
Copmright 1958, coer" GREAT C WOODARD MD} 


JACKSON MEMORIAL HOSPITAL 
MiAMs FLA 




















